








than any other state, 


Such was revealed recently by | white protestant population 


has more churches per persoh 


spectively, 


the Social Science Center at} church. 


Mississippi 


es throughout the staie, 


State University, 
which made a study of chureh-| The study, directed by Dr 


Limtied to Whites 


Harold F. Kaufman of the uni- 


In Mississippi there were only | versity’s Division of Sociol 
289 persons per church in 1957,|and Rural Life, was limited to 
compared with a national aver-|white population because data 
age of 814 persons, the study}on negro churches was not a- 


showed. 


vailable. However, Kaufman 


Omitting Catholic and Jewish | said a previous study indicated 
groups, the number of persons|that the proportion of negroes 


$48,598 Received In 


Gulfshore 


A total of $48,598.18 had been 
reported by Tuesday morning of 
this week for the special Gulf- 
shore Assembly campaign, it has 





Dr. Luther Joe Thompson 


Jackson Pastor 


To Tennessee 
Dr. Luther Joe Thompson, pas- 


son, annourieed his resignation 
Sunday to accept the pastorate 
of the First. Church of Chatta- 
nooga, Tenn. a, 

The resignation will become 
effective Sunday, March 20. 

It was announced Sunday that 
Dr. Thompson has been award- 
ed a George Washington Honor 
Medal by the Freedoms Foun- 

(Continued on Page 2) 


Campaign 


been annouced by Dr. W. Doug- 
las Hudgins, campaign director. 

Many of those reporting how- 
éver indicated that bad weath- 
er cut attendance last Sunday, 





BULLETIN 

Two successive Sundays of in- 
clement weather make impera- 
tive a continuation of our ef- 
forts in assuring success in our 
$100,000.00 Gulfshore Assembly 
Campaign. Let me urge each 
pastor to put forth a maximum 
effort for the next two Sundays. 
Please remit to the Convention 


.| Board Office what you now have 


and attempt to make a final re- 
port by March 21st. Many chur- 
ches already have done magni- 
ficently. Thank you, and God 
bless you in this labor of love. 
W. Douglas Hudgins, 
Campaign Director, 





the special offering day, and 
that more funds would be com- 
ing later. 

Reports from many other 
churches taking an offering had 
not been received at this_writ- 
ing (Tuesday morning) and will 
be added to next week’s report 
in the Baptist Record. 


every chureh will be carried 
later in the Baptist Record. 

The campaign to raise $100,- 
000 was approved by the State 
Convention in November and is 
the first such special offering 
in several years. 

This special offering in the 
churches is being supplemented 
by special gifts from individuals 
made through their churches, 


Seminary Budget Up; 


_ Professor Leaves 


NEW ORLEANS — (BP) —A 
record operating budget of near- 
ly $1 million for 1960-61 was ap- 
proved by trustees of New Or- 
leans Seminary at their annual 
meeting on the campus here. 

This represents an increase 
of $111,460 over the 1959-60 bud- 
get of $888,540. 

Plans for a new theology 
building to be constructed at a 
cost of approximately $300,000 
were also approved by the 
board. In addition to housing 
the school of theology, the new 
building will relieve the short- 
age of faculty and administra 
-tive offices as well as other 
crowded conditions on the cam- 
pus. 

In other actions, trustees vot- 
ed unanimously to accept the 
recommendation of the special 
committee of the board that 
Theodore (Ted) R. Clark be re- 





committee that Theodore R. 
Clark be relieved of his status 
as associate professor, and his 
teaching responsibilities as of 
March 12, 1960. His salary will 
be continued for 12 months, and 
(Continued from Page 2) 


iH 
attending 
churches is about 
of whites, ; 
The report also revealed just 
how dominant Southern Baptist 
membership is in Mississippi: 36 
per cent of the white popula- 
tion and 62 per cent of the 
state’s protestants ard Baptists. 


.|In no other state are the per- 


centages larger. i. 
“Baptist Belt” 


= | t 
The~teport said there is an 


area in the state which ‘definite- 
ly can be described! as “The 
Baptist Belt.” It is ih the hill 
sections running -from Pike 
County in south Mississippi to 
Benton County on the Tennes- 
(Continued on Page 2) 
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associate executive seeretary, 


has announced that 18,387 persons were baptized by Missis- 
sippi Baptist churches in 1959. This is an increase of 1,192 
over the 17,195 persons baptized in 1958. 


It is the largest number since the Convention-wide Cru- 
sade year of 1951 when 18,680 were baptized, according to 








State Native 


NORTH LITTLE ROCK, Ark. 
—(BP)—Norman Roberts, Jr., 
administrative assistant at Ark- 
ansas Baptist Hospital in Little 
Rock, has been named adminis- 
trator for North Little Rock’s 
proposed Memorial Hospital. 


The North Little Rock Hos- 
pital to operate the $2,250,000 
facility when it is finished. Rob- 
erts predicted the new hospital 
would not be open until Janu- 
ary, 1962. Construction is 
scheduled to begin this summer. 


Roberts, a native of Hernan- 
do, Miss., has been preparing 
himself for a hospital '!adminis- 
trator’s post for several years. 
After his graduation from Bay- 
lor University, Waco, 'Tex., in 
1950 and his discharge from the 
Air Force in 1954, he went to 
the Baylor University | Medical 
Center at Dallas for an “intern- 
ship” in hospital administration. | 





figures compiled by the Depart- 
ment of Survey and Statistics of 
the Baptist Sunday School 
Board, Nashville, 

Nine churches repatted. over 
100 baptisms Psat. There 
no . There 

te teporting 
only one baptism. 

First Church, Columbia, led 
the state in‘number of baptisms 
with 226. Rev. Howard Aultman 
is pastor. 

In second place was Calvary 
Church, Greenwood, Rev. Wil- 
burn Matthews, pastor, with 149. 

Two Tied for Third 

Central Church, Hattiesburg, 
and Calvary Church, Jackson, 
tied for third position with each 
reporting 118 baptisms. Rev. C. 
R. Williams is pastor of Central 
Church and Dr. Luther Joe 
Thompson is pastor of Calvary 
Church. 

Leading the state in baptisms 
per church member. was Sand- 
ridge Church, Scott Association, 
Rev. Ray Burns, pastor. 

With a membership of 189 
this church reported 61 bap- 
tisms for a ratio of one bap- 
tism for every three members. 

McArthur In Second 

McArthur Church, Pascagou- 
la, was in second place in this 
category with 146 members and 

(Continued on Page 2) 
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lieved of his status as associate 


professor of theology and his} 


teaching responsibilities as of 
March 12. 










Statement Released 7 


A statement released by the 
board said; “In the light of prob- 
lems which the board has dealt 
with over a period of several 
years, it accepted unanimously 
the recommendation of a special 
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IRATULATED—New officers of the State Religious 
the outgoing president, Chest er Vaughn, Hattiesburg. 
Charles Tidwell, Clinton, president; Ben Scarborough, Kosciusko, vice-president; 
ley, Yazoo City, seeretary; George Van Egmond; New Albany, chorister; and Patsy Hi 
Laurel, pianist. Not shown is Dr, Landrum, Gulfport, pastor-advisor. Next year’s meeting will 
be held at the sime place, Edgewater Gulf Ho tel, Feb. 16-18, There were 74 registered, 
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18,387 Baptized In State In ’5! 





Rev. Ray Burns 


Rev. Howard Aultman 


NEW ORLEANS — (BP) — 
H. Lawrence Wilsey of Chicago, 
who has a five-foot shelf of re- 
ports from surveys done for 
Southern Baptists, evaluated 
state Baptist activities before 
leaders here. 

Wilsey is from the firm of 
Booz, Allen, and Hamilton of 
Chicago, which has surveyed 
the Southern Baptist Conven- 
tion at large, several Conven- 
tion agencies, and six state Bap- 
tist conventions or associations. 

Southern Baptist strong 
points, found in surveys of the 
six state groups, according to 
Wilsey are: (1) unity of Bap- 
tists and “their ability to work 
together co-operatively”; (2) 
personal devotion to God and 
the work undertaken by Bap- 
tists; (@) persistent optimism— 
looking forward to the chal- 
lenge of tomorrow; (4) the com- 

siveness of Baptist work, 


Survey Chief Evaluates Baptist Activity 


“to an extent true of no other over the amount given last year. 


denomination”; and (5) democ- 





Ministry of the Interior, 

ou the church is 
reopened “after the par- 
circumstances. that sur- 
‘the case have been care- 
Observers 










From left: Mr. Vaughn; 
Bai- 
it was new. work. 
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'Top 25 Churches Leading In Baptisms 
~ Per Church Member 


Church Pastor M’ship Bap. 
1. Sandridge, Lake—Ray Burns ......... ooose. AOD 61 
2. McArthur, Pascagoula—Steve Knight ........146 45 
3. Magnolia, Richton—W. S. Walley ...... cicees S31 9 
4. Corinth, Philadelphia—John C. Allen ..... oor 22 6 
Oak Grove, Lexington—Allen Goss .......... 74 20 
6. Lilly Orchard, Pascagoula—O. B: Nelson, Sr... 27 7 
_ Friendship, Aberdeen—J. D. Caples .......... 120 31 
Pass Road, Gulfport—John W. Wade ......... 424 109 
- Mt. Pleasant (Marshall)—W, T. McDugle.... . Bd Me 
11. North Corinth, Corinth—Bobby Burress...... 100° «22 
12. Emmanuel, Greenyille—Robert Perry ........200. ° 42 
Eastside, Magee—J. N. Gipson ........ oceeeesedaD 71 
14. Airport, Greenville—James Pugh ............331 68 
15. Central Yazoo City—David Sandifer ..........115 23 
Long Lake, Vicksburg—Hugh T. Smith........ 131 26 
17.. Central Hattiesburg—C. R. Wiliams...-....... 597 118 
18. McHenry, First (Gulf Coast)}—Bobby Thomes. . 104 20 
Carnation, Okolona—G. C, Johnson........... 118 22 
Crestview, Petal—Bob Rooks ...............- 124 23 
Second, Belzoni—J. H. Burrell ..... Ws acaiebihls 165 30 


Eastabuchie, Hattiesburg — B. W. Harmon... .193 35 
Trinity, Laurel—Julian West ..............-.- 129 23 
Niland Chapel, Alligator—J. A. Ferrell........ 158 28 
Meehan (Lauderdale)—Gene Hobgood ........ 74 13 
Gulfport Heights, Gulfport—Hugh Martin..... 319 56 


Top 100 Churches Leading In Total 
Number of Baptisms 


Church Pastor M’ship Bap 
First, Columbia—Howard Aultman .......... 2147 226 
Calvary, Greenwood—Wilburn Matthews... .1427 149 
Central, Hattiesburg—C. R. Williams ........ 597 118 
Calvary, Jackson—Luther Joe Thompson..... 4284 118 
First, Gulfport—Landrum P. Leavell;......-. 2710 116 
6. First, Greenville—Wm. Perry Claxton........2819 113 
7. Main St., Hattiesburg—John E. Barnes.......2247 110 
8. Pass Road, Gulfport—John W. Wade......... 424 109 
9. Magnolia St., Laurel—D. V, Vaughn.......... 785 105 
10.. East Tupelo—J. I. Berryhill ....... oeeseees A200 82 
11. East Howard, Biloxi—L, C. Hoff ..... era tf} 81 
Biloxi, First—Joe H. Tuten ......... sheeeeeedlon 81 
13. First, Jackson—W. Douglas Hudgins..........5062 79 
14. Northside, Jackson ........ .....--05 eevee. 1674 77 
Parkway, Jackson—G. Norman Price ........2197 77 
16. Broadmoor, Jackson—David Grant ..... oes nl O14 73 


WMU Week of Prayer And 
Offering To Be March 7-Il 









Every WMS Urged 
Every W. M. S. in the state 
has been urged to observe the 
week and take an offering, ac- 
cording to Miss Robinson, —_— 


The annual WMU Week of 
Prayer for Home Missions will | 
be observed March 7-11, it has 
been announced by Miss Ed- 
-wina Robinson, state WMU exe- 
cutive secretary. « 

Taken in.connection with the 
Week of Prayer will be the An- 
nie ng Offering for 
-Home ae eee 

This year’s Mississippi goal is | 
$125,000, a 12 per cent increase 


‘of Prayer has become a church- 
wide observance with the entire 
membership participating in the 
offering. 


Most -societies will observe 
the week with a program each 
afternoon. — 

The Southern Baptist Conven- Monday’s. topic will be “Pre- 
tion goal is $2,351,000, and the 
proceeds of the offering go to 

| support the work of the Home 

Mission Board throughout the 

United States and in Cuba. 


4 


In many churches the Week. - 


& 





Mississippi, known by many|per church in the 
as the state with the lowest per 
capita income, has a distinction 
few persons are aware of: It 
has more churches per person 
than any other state, 

Such was revealed recently by 
the Social Science Center at 
Mississippi. State University, 
which made a study of church- 
es throughout the staie. 

In Mississippi there were only 
289 persons per church in 1957, 
compared with a national aver- 
age of 814 persons, the study 
showed. 

Omitting Catholic and Jewish 
groups, the number of persons 


state totaled 
279. That's 25 less than the to- 


bama were third and fourth re- 
os hn: with 336 and 366 
white protestant 
church. sa aaa tad 
_ Limtied to Whites 

The study, directed by Dr. 
Harold F. Kaufman of the uni- 
versity’s Division of Sociology 
and Rural Life, was limited to 
white population because data 
on negro churches-was not a- 
vailable. However, Kaufman 
said a previous study indicated 
that the proportion of negroes 


$48,598 Received In 
Gulfshore Campaign 


been annouced by Dr. W. Doug- 
las Hudgins, campaign director. 

Many of those reporting how- 
ever indicated that bad weath- 
er cut attendance last Sunday, 


A total of $48,598.18 had been 
reported by Tuesday morning of 
this week for the special Gulf- 
shore Assembly campaign, it has 





BULLETIN 


Two successive Sundays of in- 
clement weather make impera- 
tive a continuation of our ef- 
forts in assuring success in our 
$100,000.00 Gulfshore Assembly 
Campaign. Let me urge each 
pastor to put forth a maximum 
effort for the next two Sundays. 
Please remit to the Convention 
Board Office what you now have 
and attempt to make a final re- 
port by March 21st. Many chur- 
ches already have done magni- 
ficently. Thank you, and God 
bless you in this labor of love. 

W. Douglas Hudgins, 
Campaign Director. 





__ MISSISSIPPI RANKS TOPS: IN 
| RELIGIOUS DISTINCTIVES 


tal of the runnerup, North Da-' of 
kota. South Carolina and Ala- The report also revealed just 





\ at 
{ aie y 


belonging to and attending 
churches is about the same as 
white, = 


how dominant Southern Baptist. 
membership is in! Mississippi: 36 
per cent of the white popula- 
tion and 62 per cent of the 
state’s protestants are Baptists. 
In no other state are the per- 
centages larger. 
“Baptist | Belt” 
The-Teport said there is an 
area in the state which definite-| 
ly can be described as “The 
Baptist Belt.” It) is in the hill 
sections running from Pike 
County in south |Mississippi to 
Benton County’ on the Tennes- 
(Continued on Page 2) 


SoRk 
congratulated by the outgoing president, Chest er Vaughn, Hattiesburg. From left: Mr. Vaughn; 

‘Charles Tidwell, Clinton, president; Ben Scarborough, Koscinsko, vice-president; Dorris Bai- 
ley, Yazoo City, secretary; George Van Egmond; New Albany, chorister; and Patsy Hammond, 

Laurel, pianist. Not shown is Dr. Landrum, Gulfport, pastor-advisor. Next year’s meeting will” 
be held at the sume place, Edgewater Gulf Hotel, Feb. 16-18, There were 74 registered, 
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|... MADRID. - 
|. REOPENED 
|| ‘third Baptist’ Church, ‘Mad- 


tid, Spain, closed by the Span- ~ 
ish Government since Septem- 









E 


‘points out that the church is 
‘|being reopened “after the par- 
ticular 


believe this phrasing implies 
that the church was closed. mis- 
takenly on the assumption that 
it was new work. In reality 
Third Church has been in exis- 
(Continued on Page 2) 
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18,387 Baptized In State In °59 


has announced that 18,387 persons were baptized by Missis- 


Rev. L. Gordon Sansing, associate executive secretary, 
sippi Baptist churches in 1959. This is an increase of 1,192 







Top 25 Churches Leading In Baptisms | 
Per Church Member 





Professor Leaves 


NEW ORLEANS — (BP) —A 
record operating budget of near- 
ly $1 million for 1960-61 was ap- 
proved by trustees of New Or- 
* Jeans Seminary at their annual 


committee that Theodore R. 
Clark be relieved of his status 
as associate professor, and his 
teaching responsibilities as of 
March 12, 1960. His salary will 





ary, 1962. Construction is 
scheduled to begin this summer, 


Roberts, a native of Hernan- 
do, Miss., has been preparing: 
himself for a hospital adminis- 
trator’s post for several years. 
After his graduation from Bay- 
lor University, Waco, Tex., in 
1950 and his discharge from the 
Air Force in 1954, he- went to}! 
the Baylor University Medical 















Leading the state in baptisms 
per church member was Sand- 
ridge Church, Scott Association, 
Rev. Ray Burns, pastor. 

With a membership of 189 
this church reported 61 bap- 


over the 17,195 persons baptized in 1958. é 
i i rention-wi Church Pastor M’ship Bap.) 
Dr. Luther Joe Thompson the special offering day, and It is the largest number since the Conv ention wide Cru- 1. Sendritee, Geko Gay Bubas |.<c..220 veic; Se! “| 
seth funds would be com- | sade year of 1951 when 18,680 were baptized, according to 2 McArthur, Pascagoula—Steve Knight ........146 45 
: ing later. figures compiled by the Depari- : : ik 
¥ 3, Magnolia, Richton—W. S. Walley ...... en | 9 
Jackson Pastor ee ee ee ¢ __| ment of Survey and Statistics of 4. Cofinth, Philedelphia—John C. Allen ........ 22 6 
See eee State Native) te Baptist sunday schoo! Oak Grove, Lexington—Allen Goss .......... 4 =. # 
To Tennessee | inc cruesday morning) and will | Board, Nashville, 7 6. Lilly Orchard, Pascagoula—O. B. Nelson, Sr... 277 
. ine Conenteg Beeking) and will Nine churches reported. over Friendship, Aberdeen—J. D. Caples .......... 120 31 
be. adn ta nant crane pepert Is Named To 100 baptisms while 28) church- Pass Road, Gulfport—John W. Wade ......... 424 - 109 
Dr. Luther Joe Thompson, pas- | in the Baptist Record. ee RRS ek no . There Mt. Pleasant (Marshall)—W, T. McDugle...... 63 16 
. ~~, ee | eo Tepe a Bellfountain; _ need desi “3. ' 
son, annourteed his resignation |every church will be carried Head Hospital only one baptism. North Corinth Corinth—Bobby Burress..... “io 22 
Sunday to accept the pastorate | later in the Baptist Record. { First Church, Columbia, led Emmanéel Greenville—Rot ert Perry 200 42 i, 
of the First Church of Chatta- The campaign to raise $100,- i the state in number of baptisms : eer. .839 71 é 
nooga, Tenn. 000 was approved by the State NORTH LITTLE ROCK, Ark. with 226. Rev. Howard Aultzhan Eastside, Magee—J. N. Gipson ........ oseees 
The resignation will become | Convention in November and is| —2P)—Norman Roberts, Jr.,| j, pastor. oT aor i reervomneye rye Pion séeve “n Me 
effective Sunday, March 20. the first such special offering | administrative assistant at Ark-) In second place was Calvary 15. See Lane Veanieke-teel ene Lig 131 26 
tc ee a ee ansas Baptist Hospital in Little | Chureh, Greenwood, Rev. Wil- 17. Central Hattiesburg—C. R. Wiliams...........597, 118 
her denies! sean wae — cies? offering in the Rock, has been named adminis- burn Matthews, pastor, with 149. 18. McHenry, First (Gulf Coast)—Bobby Thomes. . 104! 20 
eda e Was nm Honor | churches is being supplemented ; » Two Tied for Third : : 118 22 
Medal by the Freedoms Foun- | by special gifts from individuals trator for North Little Rock's Central Church, Hattiesburg, ms ee ee Pgh maat read ata! 124 23 
(Continued on Page 2) made through their churches, | Proposed Memorial Hospital. | snq Calvary Church, Jackson, ot  Becmntt Belzoni—J. H Burrell... :......0¢.188 30 
ws The North Little’ Rock Hos-| tied for third position with each ‘ Eastabuchie, Hattiesburg . B. W. Harmon. ...198 “35 
pital to operate the ,$2,250,000| reporting 118 baptisms. Rev. C. 23. Trinity, Laurel—Julian West .............++-. 129 33 
° facility when it is finished. Rob- shale segs Mg agae wemeaigres Niland Chapel, Alligator—J. A. Ferrell........ 158 2B 
eminar Uu et is | erts predicted the new hospital 9 ss a4 - a =a doe 25, Meehan (Lauderdale)—Gene Hobgood tereeees 74 13 
2} would not be. open juntil Janu- a # pastor, of Calvery ; Gulfport Heights, Gulfport—Hugh Martin. . ,..319 56 


Top 100 Churches Leading In Total 


Number of Baptisms 


meeting on the campus here. 

This represents an increase 
of $111,460 over the 1959-60 bud- 
get of $888,540. ; 

Plans for a new theology 
building to be constructed at a 
cost of approximately $300,000 
were also approved by the 
board. In addition to housing 
the school of theology, the new | %% 
building will relieve the short- 
age of faculty and administra- 
tive offices as well as other 
crowded conditions on the cam- 
pus. 

In other actions, trustees vot- 
ed unanimously to accept the 
recommendation of the special 
committee of the board that 
Theodore (Ted) R. Clark be re- 
lieved of his status as associate 
professor of theology and his 
teaching responsibilities as of 
March 12. 

Statement Released 

A statement released by the 
board said: “In the light of prob- 
lems which the board has dealt 
with éver a period of several 
years, it aceepted unanimously 
the recommendation of a special 


MISSION GIFTS 
NEXT WEEK 


"Next week’s issue of the Bap- 
tist Record will carry the 
sion gifts of the churches of th 
Convention for the first quar- 
ter of this Convention year, No- | Dr. 
vember 1959 through Jan. Congregational 


be continued for 12 months, and 
(Continued from Page 2) 

















BIBLES FOR OLYMPIC ATHLETES—(Squaw Valley, 
made available by the American Bible Society to ; 
Valley, Calif. Rev. Dean 8. Collins, Los 4 


Center at Dallas for an “intern- 
ship” in hospital administration. 
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Survey Chief Evaluates Baptist Activity 


Southern Baptists, evaluated 
state Baptist activities before 
leaders here. 

Wilsey is from the firm of 
Booz, Allen, and Hamilton of 
Chicago, which has surveyed 
the Southern Baptist Conven- 
tion at large, several Conven- 
tion agencies, and six state Bap- 
tist conventions or associations. 

Southern Baptist strong 
points, found in surveys of ‘the 
six'state groups, according to 
Wilsey are: (1) unity of Bap- 
tists and “their ability to work 
together co-operatively”; (2) 
personal devotion to God and 
the work undertaken by Bap- 


tisms for a ratio of one. bap- Church ‘Pastor M’ship Bap 
tism for every three members. 1. First, Columbia—Howard Aultman .......... 2147 226 
McArthur In Second 2. Calvary, Greenwood—Wilburn Matthews... .1427 149 
McArthur Church, Pascagou- 3. Central, Hattiesburg—C. R. Williams ........ 597 118 
la, was in second place in this Calvary, Jackson—Luther Joe Thompson..... 4284 118 
category with 146 members and 5. First, Gulfport—Landrum P, Leavell......... 2710 116 
(Continued on Page 2) Rev. Howard Aultman 6. First, Greenville—Wm. Perry Claxton........2819 113 
7. Main St., Hattiesburg—John E. Barnes.......2247 110 
8. Pass Road, Gulfport—John W. Wade......... 424 109 
9. Magnolia St., Laurel—D. V, Vaughn.......... 785 105 
10. East Tupelo—J. I. Berryhill ........ eeeeees- 1100 82 
11. East Howard, Biloxi—L. C. Hoff ............ 771 81 
Biloxi, First—Joe H. Tuten ......... eeccees- 1184 81 
13. First, Jackson—W. Douglas Hudgins..........5062 79 
NEW ORLEANS — (BP) —/ 44 Northside, Jackson .......- .....-0+ veveee 16% 77 
H. Lawrence Wilsey of Chicago,|"" parkway, Jackson—G. Norman Price ........2197 77 
who has a five-foot shelf of é © | 46: Broadmoor, Jackson—David Grant ..... see. 1014 73 
ports from surveys done | for (Continued on Page 2) 


WMU Week of Prayer And 
Offering To Be March 7-LI 


The annual WMU Week of| . Every WMS Urged 
Prayer for Home Missions will| Every W. M. S. in the state 
be observed March 7-11, it has | has been urged to observe the 
been announced by Miss Ed- week and take an offering, ac- 
wina Robinson, state WMU exe- | cording to Miss Robinson, 
cutive secretary. : ‘| In many churches the Week - 

Taken in. connection with the } of Prayer has become a ehurch- 
Week of Prayer will be the An- | wide observance with the entire 
nie Armstrong Offering for | membership participating in the 
‘Home Missions. offering. 

Most societies will observe. 
the week with a program each 


“to an extent true ; ) sa 
ymina democ-| The Southern Baptist Conven-; M tople will be. e- 
oscy in Baptist life. tion goal is $2,351,000, and the | pare Ye the Way. 
een proceeds of the offering go to| Teaching, mintstries of the 
management consul support the work of the Home | Home Mission Board, including 
Bio yoann ch Board throughout the | Good Will Centers, Kindergar 
(Continued on Page 2) | United States and in Cuba. (Continued on Page 2) 
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Survey Chief - - - 


(Continued from Page 1) 
Southern Baptists may make. 
They are: (1) more attention to 
establishing objectives within 
state conventions; (2) better 
program planning; (3) more self-| 
evaluation; (4) “more can be 
organized to make democracy 
work”; (5) strengthen the ad- 
ministration of Baptist work, 
‘and (6). “leadership selection, 
development and use needs to 
be improved.” 

“Southern Baptists,” Wilsey 
said, “are unique in serving a 
widely diverse membership — 
poor and rich, east and west, 
one political party and the oth- 
er, with each state to meet its 
own situation. This is one of the 
greatest strengths of Southern 
Baptists.” 

In securing Baptist leaders, 
he said: “Devoted and capable| 1s part of the crowd 
people are selected, but being , se ccwail 
a good Baptist should be a min- | Be ee 
imum, and not an exclusive, | 
qualification for selecting a per-| 
son for leadership.” 

Owen, Boone To Lead { 

Richard N. Owen of Nash-| 
ville and W. C. Boone of Louis- | 
ville will serve as presidents of 
two Baptist leadership groups 
during the next year. | 

Owen, editor of the weekly! 
Tennessee Baptist and Reflec-| 
tor, is new president of the Sou- 
thern Baptist Press Association. 
Boone, e-: ecutive secretary, 
General Association of Baptists 
in Kentucky, heads the group | 
of state Baptist executive sec- 
retaries. 

Their election concluded the| 
simultaneous meeting of the 
two group: in New Orleans. The 
press association is comprised 
of state Baptist paper editors 
and editors of some other Bap- 
tist journals. The executive sec- 
retaries are the chief Baptist 
administrators of their respect- 
ive state bodies. 

The groups meet annually 
and recently have met at the 
same city and at the same time. 


THIS BAPTIST CHAPEL 






















in Songkhla, Thailand, was 


opened during a week of special services in Novemher. This 
which attended one service. 
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_ |ticipating churches were pastors 


Canal’. Zone and 


Van Royen, superintendent, of 
Southern Baptist missions in 
the Republic, fd. “More im- 
portant than the numbers was 
the indication of maturity of 
the churches throughout the 
area.” 

Serving as evangelists in par- 


from Texas, Alabama, South 
Carolina, Georgia, and Florida, 
along with Herbert Caudill, 
superintendent of missions in 
Cuba, Elton F. Vickers, a local 


‘|pastor in Balboa, and A. Jack- 


son Roddy, Atlanta, superinten- 
dent of deaf work with the 


: Baptist Home Mission Board. 


Sunday School Organized 
Several Sunday schools were 
organized during the crusade, 


‘ .| Panamanian Baptists are follow- 


MISSIONARY Ronald C. Hill leads singing in the new Baptist 
chapel in Songkhla, Thailand:—-(Photo by Daniel R. Cobb). 


Church Architecture Leader 





ing Southern Baptists empha- 





Seminarv Budget - - 
(Continued from Page 1) 
the possible renewal of his re- 
lationship to the institution may 
be revealed on or before the ex- 
piration of a five-year period. 
His recently published book is 
one of several instances in 
which the board has been con- 
fronted with questions as to lim- 
itations in the area of commun- 
ication with students and hear- 
ers as well as content of lecture 

materials.” 


The book referred to is Clark’s 


area report) an area. 


They meet by separate groups 
for business but share. fellow- 
ship periods. 


Louisville will be host to the) 
1961 winter meeting of the two) 


groups — Feb. 16-18. 

Other officers of the two 
groups include: .— 

Press associations.— .z..8. 
James, Dallas, editor, Baptist 
Standard,* vice-president, and 
Erwin L. McDonald, Little 
Rock, editor, Arkansas Baptist 
News-magazine, re-elected sec- 
retary and treasurer. 

Secretaries — Robert L. Lee, 
Louisiana Baptist Convention, 
Alexandria, vice-president, and 
N. J. Westmoreland, Kansas 
Convention of Southern Bap- 
tists, Wichita, re-elected secre- 
tary and treasurer. 

Hospitals Not ‘Business’ 

“Southern Baptists are not in 
the hospital ‘business’ for hos- 
pitals offer a vital Christian 
ministry,” a Southern Baptist 
hospital executive declared 
here. 


T. Sloane Guy, Jr., of New) 


Orleans, executive secretary of 
Southern Baptist Hospitals, sees 
the operation of hospitals as 
continuing the healing minis- 
try begun by Christ. 

The difference between secu- 


lar and Christian hospitals is | 





partly in comparison of the 
word “business” with the word 
“ministry.” 

In Guy’s opinion, Baptist hos- 
pitals have four reasons for ex- 
isting. ; 

1. They “bring men into a sav- | 
ing relationship with God| 
through faith in Jesus Christ by 
means of a direct personal wit- 
ness as the c:casion presents.” 

They also give patients “a 
positive Christian interpreta- 
tion of . . . disease? disability, 
and death,” he added. 

2. Baptist hospitals are “in- 
struments of God’s grace in en- 
riching and prolonging human 
life within the scope of divine 
providence.” 

3. They are “educational in- 


‘stitutions, although not widely 


recognized as such.” 

Baptist hospitals teach those 
“called to the healing arts,” de- 
veloping their talents and skills. 
Persons under training include 
interne physicians, future. hos- 
pital administrators, nur- 
ses, and X-ray and laboratory 


" technicians. 


‘4. They provide charity and 
free service in the ‘name of 
Christ. If charity cases are turn- 
ed away, Guy believes, it is 
equivalent to meriting Jesus’ re- 
buke, “I was sick and you vis- 
ited me not.” 
; 
‘THE GSAPTIS1 . C&CURD 
KEEPS MISSISSIPP! BAP. 
‘FIST PEOPLE (INFURMED. 
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‘| Methodists and twice that of 


“Saved by His Life,” published 
last year by Macmillan, 

A new student housing pro- 
ject and the construction of a 
new book store building also re- 
ceived favorable action from the 
board. The student apartment 
building will be three stories 
high, contain 36 apartments, and 
will be constructed at a cost of 
$360,000. Early approval of a 
campaign among friends:of the 
seminary to raise funds for con- 
struction of the building’ was 
given by the execufive commit- 
tee of the board. 


The new building will be nam- 
ed Willingham Manor in honor 
of Dr. R. J, Willingham, corres- 
ponding secretary of-the Sou- 
thern Baptist Foreign Mission 
Board from 1893 to 1914. 

The book store building will 
be constructed by the Southern 
Baptist Sunday School Board, 
Nashville and will be an expan- 
sion @f the present book store 
facilities on the seminary cam- 
pus. The new building will: be 
designed to more adequately 
meet .the needs of the entire 
New Orleans area. 


Sees ‘Power of Printed Page’ 


NASHVILLE, Tenn. —(BSSB) | Harrell visited this church 
—W. A. Harrell, secretary of | (Bethlehem Baptist, Santa Ca- 
the Baptist Sunday School tarina, Barahona) for} a confer- 
Board’s Church Architecture ence regarding their future 
Department, reports- an_ inter- puildings. The church eventu- 
esting encounter.on @ recent} ally plans to build an auditor- 
trip he made to Guatemala to|ium, but educational space for 
attend church building confer-| teaching and training probably 
ences. “One of the most inter-| will come before that. 


esting discoveries was to find a| In Guatemala city Baptist 
Baptist church that is now a| er iy ae 
Baptist church because it start- [pastors mawer and 
— were 'church leaders recently held a 
ed using Baptist erature from | three-day retreat at their Bible 
the Spanish Baptist Publication | ry titute in which church build- 


Te fed P ee igor Arges) ings were discussed two periods 


|daily. Harrell was an active 


any missions there,” says Har-) )rticipant in these sessions 
rell. “Prior to that time they) P P 


had been an Independent Union 
Church. The power of the 
printed page cannot be estima- 
ted for time nor eternity.” 


302 Attended The 


Lee Association 
Miss. Ranks - -.-| Brotherhood’ Rally 


(Continued from Page 1) The Lee County Brotherhood 
see border. held its quarterly meeting at the 

Most of Mississippi's Roman i 
Catholics, who comprise seven Fairgrounds Community Center 
per cent of the church member- | on Tuesday night February 16. 
Rev. W. L. Meadows of Quitman 


ship, live near the Gulf Coast ‘was the speaker. A \mesl was 
or the Mississippi River, the re-| served to 302 men. | 


port showed. Only 38 of the 
state’s 82 counties have Roman | 
Catholic churches. , | prayer by Rev. Lawrence Riley 
Methodists 29 per cen of Camp Creek Church; the 
Methodists comprise 29 per | music a led by ue ook 
2 of ee er ee | erts, minister of music of First 
ation, sec e Church, Tupelo. A men’s 
tists. They and the Baptists) onorys ae of ae from 
are the only groups with church-| tne churches of Lee County 
es in every county,’ but Metho- | sang “Speak To My Heart.” Rev. || 
dists are dominant in only two, w 7. Meadows, president of 


counties: | Wilkinson in the | the Mississippi Baptist Conven- 
state’s southwest corner an \tion Board, spoke, 


Kemper in east central Mis- ; 
sissippi. | This program was televised 


The Presbyterians h a v e| OVer WTWV, and was broad- 
churches in 71 counties; Church-| casted over WELO in Tupelo. 
es of Christ in 56, Church a Boke program was arranged and 
God in 51, Episcopal in 43, As-| presided over by R. N. Pearce, 
sembly of God in 41, Roman Associational Brotherhood pres-; 
Catholic in 38, Church of the/ ident and a member of the First} 
Nazarene in. 24, and Seventh | Church of Tupelo. | 
Day Adventist in 23. | 

Many Increases : se] 

Every major denomination | 18.387 Baptized ees 
greatly increased its member- 
ship in Mississippi during the 
past 50 years, the study show- 
ed. However, only two of them 
—the Southern Baptists and the 
Churches of Christ — increased 
their number of churches in the | 
state. 

As for church memberships, 
the Churches of Christ and 
Southern Baptists easily had the 
greatest growth in the past 50 
years. The Churches of Christ 
increased their membership by 
274 per cent and the Baptists 
by 257 per cent. “The Baptist 
rate was three times that of the 





The program. opened with 








Rev. Billy Crosby 


Richton Church 


Licenses Preacher 


Richton Church, Rev. W. M. 
Averett, pastor, recently licen- 
sed to the ministry Rev. Billy 
Crosby, age 25. 

A graduate of Carey College, 
Crosby has for the past four 
years been athietie director of 
the Richton High School. Dur- 
ing these years he has also been 
choir director at the Richton 
Baptist Church, He is married 
and has two small children. 
Both he and his wife are native 
Mississippians. ? 

Mr. Crosby plans to enter 


New Orleans Seminary in the 
fail, 


(Continued from Page 1) 
45 baptisms for a ratio of one 
baptisms for every three land 
two-tenths members. Rev, Steve 
Knight is pastor. A 

In third position is Magnolia 
Church in Jackson Association, 
Rev. W. S. Walley, pastor. This 
church reported nine baptisms 
with a membership of 31 for a 
ratio of one baptism for every 
three and four-tenths members, 

A complete list of the top 100 
churches in total baptisms and 
a list of the top 25 churches in 
baptisms per church | member 
can be found on page one of this 
issue. , 


\ 





the Presbyterians. 

















of churches in an association 


Van Royen believes that the 
greatest need for the area.is in 
the field of education, and ‘a 
seminary, started five years ago, 


. | seeks to train native pastors and 


workers. Of the 86 mission: 
aries and workers in Panama, 
only eight are not natives, 

A mission which had just 
been started participated in the 
crusade. They reported a good 


| attendancé, organized a Sunday 


school, and the young: pastor 
counseled with the evangelist 
concerning future plans for the 
mission. 
joined was a Spanish family; 
the mother is seeking election 
as a member of the national 
assembly, and the 14-year-old 
son had been given a govern- 
ment scholarship because of 
good grades. 
Some of the churches had 
high as 83, 70, and 57 profes- 
sions of faith. One church 
which had never had a revival 
had 15 professions, and the San 
Fernando mission in Panama, 
which had never had a night 
meeting, had nine professions. 


Jackson Pastor -- - 


(Continued from Page 1) 


dation for his sermon of July 
5th “The Price of Liberty.” 
Dr. Thompson came to Cal- 
vary in 1954 from McAlester, 
Okla. He is a graduate of Car- 
son-Newman College and Sou- 
tlern, Seminary, and he holds 
the Ph.D .degree from the Uni- 
versity of Edinburgh, Scotland. 
He is married to the former 
Mary Evelyn Wingo of Frank- 


lin, Ky., and they have two sons, | 


Joseph Mark, 10, and Luther 
Kent, 5. t 

The Chattanooga pastorate 
had been open for six months 
following the resignation of Dr. 
Carl Giers, who went to the 
Tremont Temple Baptist church 
of Boston, | 

Dr. Thompson has been ac- 
tive in Southern Baptist life as 
a member.of the board of trus- 
tees of Midwestern Seminary, 
Kansas City, Mo., as a Ridge- 
crest and Glorieta speaker, a 
speaker at the Southern Bap- 
tist Convention, and recently 
was a guest lecturer at the Sou- 
thern Seminary. 

During his six years at Cal- 
vary, the church has grown in 
membership to 4,284 and has 
purchased the Banks, and 
Enochs properties and built -a 
$650,000 educational and activ: 
ities building. More than 2,400 
new people joined the church 
during his ministry, 608 of them 
by baptism. Total offerings for 
the period were $1,704,975.82, 


Society Hill Has 
Children’s Day 


Sunday, February 7 was Chii- 
dren’s Day at Society Hill 
Church in The Nursery, Begin- 
ner and Primary Departments 
were honored with a reception 
at the church Sunday evening. 

The enrollment for these three 
departments is 26. The attend- 
ance for the day was 24 with 
three visitors. 

Patricia Ann Magee, a Pri- 
mary, had charge of the devo- 
tional for the Sunday School as- 
sembly and told the story 
“When Jesus Obeyed His Moth- 
er and Father” during Training 


Union assembly. Members of’ 


the three departments sang the 
special song during the church 
service. 

Others participating on the 
Training Union program were 
William Douglas Stephens, Pam 
Stephens, George Larue Magee, 
Mickie Langston, Dickie Lang- 
ston, Bill Williamson, Kathy 
Williamson. Rev. J, B. Stewart 
is the pastor. | 


HOUSTON — (BP) — The lat 
est processes of heart surgery 


perfected by a team of medical 


professors at Baylor Univers- 
ity’s College of Medicine here 
are described in a five-page ar- 
ticle in the March issue of “Cor- 


Among those who) 


| 




























Crusade Adds 951) 
To Panama Churches 


BALBOA, Cc. J, — (BP)—One|sis on teaching and training of 

person was won for every three} church members, especially new 
members of th¢ 35 Baptist|members who come into the 
missions in the|churches during evangelistic re- 
Republic of -Pamma, including} vivals. The revivals are usually 
the San/|held simultaneously by groups 


DR. MARTHA M. BIGEL 
College is shown above w 
can Secretary of the Rh 
visited the Mississippi 
candidates for the Rhodes 
Rhodes Scholar, having stu 
Oxford University, and Dr. 






OW, professor 
ith Aldon Bell, 
odes Scholarship 
College campus to interview prospective 
Scholarship. Mr. Bell is a former 
died at Hartford College, a unit of 
Bigelow .is the campus representa- - 


ie 


of history at Mississippi 
assistant to the Ameri- 






tive for the Scholarship foundation. 
Top 100 Churches - - 


32. 


35. 


38. 


40.” 


43. 


57. 
59. 


71. 


78. 


93. 





(Cogtinued from Page 1): 


Hillcrest, Jackson—G. C. Cox ..--s+eereeere' 1072 73 
Calvary, Meridian—Otis Seal ....+--+++++*°*" 1350 73 
Eastside, Magee—J. N. Gipson ..----++++++"" 339 71 
Alta Woods, Jackson—Joe H. Cothen ...----- 1129 71 
First, Crystal Springs—Estus Mason...---- . 1589 71 
Airport, Greenville—James Pugh .....-++- .. 331 68 
Calvary, Pascagoula—Byron E. Mathis.....-- 667 68 
Harrisburg, Tupelo—Robt. L. Hamblin ....-- 1231 68 
Calvary, Yazoo City—L. C. Radford .......-- 533 67 
Petal Harvey, Petal—Sam W. Waggener...--- 895 67 
Fifteenth Ave., Meridian—Joe C. Murphy... .1245 67 
Southside, Meridian—W. E. Speed .....-++++- 1303 66 
Sandridge, Lake—,Ray Burns ......----> wee 189 61 
West End, West Point--G. H. ‘Middleton..... 434 61 
First, Greenwood—J. H, Kyzar ...--.+++++0r: 1275 61 
Horn Lake—B. F. McIlwain ....---++--s+eer* 398 59 
Gulfport Hghts., Gulfport—Hugh Martin..... 319 56 
First, Natchez—D. Lewis White .......-+- .» 1325 56 . 
Byram, Jackson—Henry J. Bennett.......++- 663 55 
Handsboro—E. N. Wilkinson .......-++++++ .. 712 55 
Ridgecrest, Jackson—Fred Tarpley ...------ 1115 55 
McDowell Road, Jackson—Jimmie Yarborough 559 54 
Oakhurst, Clarksdale—F. K. Horton .......-- 1250 54 
Fast Morton, Morton—L. H. McCollough...... 235 53. 
First, Oxford—Schuyler Batson ........- eee 53 
First, Columbus—S, R. Woodson ....+++e+++ .3221 ° 53 
Emmanuel, Biloxi—J. L. Garrétt-.......- sore 426 52 
Eastlawn, Pascagoula—W. T, Carlson:..... .. 700 52 
First, Starkville—D. C. Applegate.......++++- 2061 52 
Bellfountain, O. Springs—Howard Davis .... 214 51 
Daniel Memoffal, Jackson—Lewis E, Rhodes. .1671 50 
Highland, Meridian—C. C. Randall....... ...1248 40 
Tunica—Maurice Clayton .....,...s+eeeeee .. 624 ° ° 48 
Grace Memorial, Gulfport—H. J. Rushing.... 884 — 48 
-Bowmar Ave,,\ Vicksburg—R. A. Tullos...... 979 48 
Immanuel, Natchez—Robt. L. Hughes ......- 781 47 
First, Amory—Dan Morton .....-.++++ cece 51OO 47 
Calvary, Tupelo—W. L. Day ....-....++ woes - 1090 47 
Van Winkle, Jackson—H. A. Milner .....-.,..1429 47 
First, Kosciusko—L. A. Sparkman «.... EET OO 4 
Glendale, Hattiesburg—-S. 8. Gibbins ....... 396 48 
Wildwood, Laurel—J. M. Foy .......-- ie, cs OT8 46 
McArthur, Moss Point-—-Sgeve Knight........ 146 45 
First; Gautier—Paul S. Kirke ........ seseees 303 45 
First, Lumberton—William H. Ross .......+- 699 45 
First, Louisville—Vernon May .........++++- 924 45 
First, Pascagoula—Eugene:L, Skelton ..... . 1885 45 
Immanuel, Columbus—Lee Hudson ......... 304 44 
Second, Tupelo—Don Reed ........-++++++ .. 541 44 
Moss Point, East—Paul H. Leber .......-.. .. 716 44 
First, Indianola—Harry Kellogg .........-+- 1051 44 
First, Newton—Joseph N. Triplett ........+ «1093 44 
First, Grenada—John W. Landrum .........- 1346 44 
Temple, Hattiesburg— ...... ...+-sseeeeeees 1731 44 
Northside, Greenville—M. C. Barton......... 288 43 
Westside, Natchez—Jas. W. Crumpton ....... 302 43 
First, Ocean Springs—Jas. G. Haggard ...... 635 43 
Emmanuel, Greenville—Robért Perry ...... .. 200 42 
Broadmoor, Gulfport—J. D. Adcock ....... .. 452 42 
Calvary, Greenville—John W. Cook. ........ 105 42 
First, New Albany—-J: Wm. Harbin ....... . 1220 42 
Jackson Ave., Pascagoula—W. L. Barton...... 243: 41 
Shady Grove, New. Albany—W. J. Merritt.... 336 41 
Fellowship, Natchez—F. E. Robertson ...... .. 434 41\ 
Woodville—O. B. Beverly .........0..45 seers 481 41 
East Haven, Brookhaven—R. FE; Wall...... +» 482 41 
Trinity, Vicksburg—Roy Myérs .............. 541 41. 
First, Vicksburg—John N. McCall .......... 1892 41 
Holly, Corinth—Harris Counce, Jr......... .. 247 40 
Plymouth, Columbus—James Fletcher .;.... 344 40 
Richland, Florence-——Malcolm A. Jones ...,.. 620 40 
Tate Street, Corinth—M. Glen Smith ...... -. 690 40 
West Jackson, Jackson—J. D..Nazary ........ 902 40 
Clarksdale—C. C. Sharp ...:...0..eeeeeee . 1166 40 
| First, Yazoo City—H, G. Shirley ............ 1284 40 
First, West Point—Clifton Perkins ........ . 1440 40 
East Morton, Morton—L. H. McCullough..,. 235 39 
Cloverdale, Natchez—H. A. Merritt ....... age le 39 
Elraine, Jackson—H. C. Davis'............... 375 © 39 
Calvary, Columbia—Marcus Alexander ...... 426 39 
First, Lake Washington—Murray Ethridge... 494 39 
First, Batesville—Carl J. Duck .............. 1086 39 
First, Laurel—T. R. McKibbens ............. 1301 39 
First, Hattiesburg—Clyde Byran............. 1915 39 





WMU Week Of - - - 


tens, Vacation Bible Schools, 
Sunday school work, Seminary 


in Cuba, Bible 


Institutes in 


Alaska, and Scholarships will 
be presented. 
Closing meditations each day 


‘will focus attention on the at- 


tributes of God. 
Topics of the remainder of the 
week will be: Tuesday, “Lift Up 


Thy Voice”; Wednesday, “Re- 
veal His Glory”; 
“Bring Good Tidings”; Friday, 
“Make Straight the Way.” 


Thursday, 





COLUMBUS, Ohio — (BP)— 


Joe F. Luck, retiring president 
of the chaplains association of 
the American Protestant Hos- 
pital Association has been 
chosen a fellow of the organ- 


ization. This-henor comes te 
Luck as retiring leader, — 


Madrid Church - - - 


(Continued from Page 1) 
tence since before the Spanish 
civil war: It had moved to a 
new location about nine months 
before the closing because the 
old building was condemned to 
allow the street to be widened. 

Along with the good news of 
opening of Third Church, Mad- 
rid, has come word that mem- 
bers of the Baptist church in 
Elche have been informed they 
must cease to meet in the pas- 
ter’s apartment above their 
closed building. 

, Several other Baptist church- 
és in Spain continue to be clos- 
ed; and the 40-year-old church 
in Figueras has been waiting 
more than a year for permis- 
ia to move into its new build- 


] 
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Survey Chief -- - 
(Continued from Page 1) 
Southern Baptists may make, 
They are: (1) more attention to 
establishing . objectives within 
state conventions; (2) better 
program planning; (3) more self- 
evaluation; (4) “more can be 
organized to make democracy 
_work”; (5) strengthen the ad- 
ministration of Baptist work, 
and (6) “leadership selection, 
-development and use needs to 

be improved.” 

“Southern Baptists,” Wilsey 
said, “are unique in serving a 
widely diverse membership — 
poor and rich, east arid west, 
one political party and the oth- 
er, with each state to meet its 
own situation. This is one of the 
greatest strengths of Southern | 
Baptists.” 

In securing Baptist leaders, 
he said: “Devoted and capable 
people are selected, but being | 





THIS BAPTIST CHAPEL in Songkhla, ‘Thailand, was 


opened during.a week 
is part of the crowd which attended one service. 


of special services in November. This 


“This was the greatest cru- 
sade we have ever had,” R. G. 
Van Royen, superintendent of 
Southern Baptist missions in 
the Republic, sid. “More im- 
portant than the numbers was 
the indication of maturity of 
the churches throughout the 
area.” 


Crusade Adds 9519 


To Panama Churches P 


Serving as evangelists in par-| 


sis on teaching and training of 

church members, especially new 
members who come into the 
churches during evangelistic re- 
vivals. The revivals are usually 
held simultaneously by groups 
of churches in an association or 
an area. 


Van Royen believes that the) 
greatest need for the area is in 
the field of education, and a 


seminary, started five years ago, 
seeks to train native pastors and 
workers. Of the 86 mission- 
aries and workers in Panama, 
only eight are not natives. 


A mission which had just 
been started participated in the| ¢ 


crusade. They reported a good 
attendancé¢, organized a Sunday 
school, and the young: pastor 


Rhodes Scholar, 


DE. MARTHA M. BIGELOW, 
College is shown above with Aldon 
can Secretary of the 


candidates for the Rhodes 


Oxford University, 


ve for the Scholarship foundation. 


Top 100 Churches - - 









of history at Mississippl 
assistant to the Ameri- 
Trust who recently 
terview prospective 
Scholarship. Mr. Bell is a former 
having studied at Hartford College, 4 unit of 
and Dr. Bigelow is the campus representa- 


professor 
Sell, 
Rhodes Scholarship 
visited the Mississippi College campus to in 


(Continued from Page 1) 


a good Baptist should be a min- _| ticipating churches were pastors A a 
imum, and not an exclusive, from Texas, Alabama, South | Counseled with the evangelist Hillerest, Jackson—G. C. Cox ...-+++++ re 1072 
concerning future plans for the Calvary, Meridian—Otis Sel ....+--+++ Sencles 1350 73 


qualification for selecting a per- 











struments of God’s grace in en-) God in 51, Episcopal in 43, As- 


















presided over by R. N. Pearce, 


Carolina, Georgia, and Florida, 








mission. 








3 : 339 71 


tional for the Sunday School as- 








son for leadetship.” along with Herbert Caudill, Among those who) Fastside, Magee—J. NgGipson “....--++e+++ 
Owen, Boone To Lead superintendent of missions in joined was a Spanish family; ‘Alta Woods, Jackson Bee H. Cothen .......- 1129 71 
Richard N. Owen of Nash- Cuba, Elton F, Vickers, a local} the mother is seeking election First, Crystal Springs—Estus Mason....--- ', .1589 71 
ville and W. C. Boone of Louis- |pastor in Balboa, and A. Jack-|*5 ® “as gl of, ip ational) 23. Airport, Greenville—James Pugh ..... sa giaiars 331 68 
ville will serve as presidents of son Roddy, Atlanta, superinten-| assembly, and the }4:year-olt Calvary, Pascagoula—Byron E. Mathis.....-. 667 ti«éB’ 
two Baptist leadership groups dent of deaf work with the|5°> had been given }a govern: Hatrisburg, Tupelo—Robt. L. Hamblin’.....- 1231 68 
during the next year. | Baptist Home Mission Board, |ment scholarship because OF) 95. Calvary Yazoo City—L. C. Radford .......-- 533 67 
Owen, editor of the weekly! Sunday School Organized ped ereoes Petal Harvey, Petal—Sam. W. Waggener....-- 895 67 
Tennessee Baptist and Reflec-| Several Sunday schools were} Some of the churches had as Fifteenth Ave., Meridian—Joe C. Murphy... 1245 67 
tor, is new president of the Sou- organized during the crusade. | high as 83, 70, and 57 profes- 28. Southside, Meridian—W. E. Speed ....---++- 1303 66 
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Jriching and prolonging fiuman| sembly of God in 41, Roman Associational Brotherhood pres-; 
| life within the scope of divine| Catholic in 38, Church of the | ident and a member of the First) 
\providence.” Nazarene in 24, and Seventh | Church of Tupelo. 
3. They are “educational in-| pay Adventist in 23. j 
| stitutions, although not widely Many Increases “« i 
recognized as such.” Every major denomination | 18,387 Baptized a 
) __ Dentist hospitals teach those | greatly increased its member- na 
called to the healing arts,” de-| snip in Mississippi during the (Continued from Page 1) 
veloping their talents and skills.) ,.<¢ 50 years, the study show- 45 baptisms for a ratio of one 
under training include! 44 However, only two of them | baptisms for ¢very three and 
e° physicians, future hos-|_ tne southern Baptists and the two-tenths members. Rev, Steve 
pitél administrators, nur-| churches of Christ — increased Knight is pastof. 
In third position is Magnolia 


ses, and Xray and laboratory! their number of churches in the 
technicians. | state. Church in Jackson Association, 


sembly and told the story 
“When Jesus Obeyed His Moth- 
er and Father” during Training 
Union assembly. Members of 
the three departments sang the 
special song during the church’ 
service. 

Others participating on the 
Training Union program were 
William Douglas Stephens, Pam 
Stephens, George Larue Magee, 
Mickie Langston, Dickie Lang- 
ston, Bill Williamson, Kathy 





WMU Week Of - - -| Madrid Church - - - 


tens, Vacation Bible Schools, 
Sunday school work, Seminary 
in Cuba, Bible Institutes in 
Alaska, and Scholarships will 
be presented. ; 
Closing meditations, each day 
‘will focus attention on the at- 
tributes of God. . 
Topics of the remainder of the 
week will be: Tuesday, “Lift Up 
Thy Voice”; Wednesday, “Re- 
veal His Glory”; Thursday, 














(Continued from Page 1) 
tence since before the Spanish 
civil war. It had moved to a 
new location about nine months 
before the closing because the 
old building was condemned to 
allow the street to be widened. 

Along with the good news of 
opening of Third Church, Mad- 
rid, has come word that mem- 
bers “Of the Baptist church in 


Rev. Billy Crosby 


Richton Church 


Licenses Preacher 

Richton Church, Rev. W. M. 
| Averett, pastor, recently licen- 
sed to the ministry Rev. Billy 
Crosby, age 25. 

A graduate of Carey College, 
Crosby has for the past. four 








. Rev. . Stew 
a They ay Boned ne ‘As for church memberships, | Rev. W. S. Walley, pastor. This | years been athletic director of apenco esti <i = m “Bring Good Tidings”; Friday, | Elche have been informed they 
ae tte name the Churches of Christ and church reported nine baptisms | the Richton High School. Dur- “Make Straight the Way.” | must cease to meet in the pas- 
ge —— cases are turn-| southern Baptists easily had the | with a membership of 31 for a | ing these years he has also been Sa tor’s apartment above their 
away, Guy believes, it 15| jreatest growth in the past 50| ratio of one baptism for every choir director at the Richton} HOUSTON — (BP) — The lat COLUMBUS, Ohio — (BP)— | closed building. 


equivalent to meriting Jesus’ re-| years. ‘The Churches of Christ | three and fourtenths members. | Baptist Church. He is married| est processes of heart surgery |Joe F. Luck, retiring president 


Several other Baptist church- 





buke, “I was sick and you vis-| increased their membership by| A com 

” plete list of the top 100 | #94 has two small children. perfected by a team of medical | of the chaplains association of | es 

ied, me ait. 274 per cent and the Baptists| churches in total baptisms and Both he and his wife are native| professors at Baylor Univers- | the ‘American Protestant Hos- eh hee goad sosanse be clos- 
: [by 257 cent. "The Baptist) a list of the top 25 churches in Mississippians. ity’s College of Medicine here pital Association has been!in Figueras lage “old church 
Bi THE SAPTIS1 KKLVED | rate was three times that of the) baptisms per ¢hurch member) Mr. Crosby plans to enter| are described in a five-page ar- | chosen a fellow of the. organ-|more than a been waiting 
Esa KEEPS MISSISSIPPI GAP- | Methodists and twice that of|can be found on page one of this |New Orleans Seminary in the ticle in the March issue of “Cor- | ization. This honor comes to/ sion to move into i lan cn r8 
ri Ps 
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Secretary: fary- 1 


Gulfshore 
Last Sunday as a Dr. Wayne E. Oates, professor 
































































over most “of : ed Of Psychology of Religion at 
many good reports have ‘been- Southern Seminary, has been 
received from the chun ae | Christianit awarded a $4,000 Fellowship by 
garding the special ering. a oo a. people 4s that so the Ameriean Association of 
soon as possible a report of the to win others to christ: vubaen Theological Schools. The schol- 







arship will enable Dr. Oates to 
spend a year of research and 
study at. Harvard University 
‘during the school year 1960-61, 


gifts will be made-in-the Bap- 
list Record. Thank-you;-Missis- 
sippi Baptists! ss 


us-of our Baptist growth {s the 
concern for people — rich, poor, 
ucated, uneducated, privilged 
and erp God is no 
tespector of persons. 
New Orleans 

Last week Dr. Jde-T. Odle and 
T met with the Mississippi State 
Group at the New Orleans Sem- 
inary. After a good supper ser- 
ved in am ig place adjacent 
to the cafeteria, ¥ “about 
our. Mississippi Baptist work. 
Those Mississippi students are 
a great group. Our future is se- 
cure with the coming of such 
young people back into our |' 
state. Many of them will 

Gratitude 

We are very appreciative for 
the wonderful help that is giv- 
en to us constantly by the news- 
papers of our state. Our “Bap- 
tist News” is always acceptable 
to the editors. In some. states 
Baptists have-difficulty in-get- 
ting newsworthy articles in the 
papers. Not-so in Mississippi, 
Thank you, Editors, from the 
bottom of our hearts. 


















Church treasurers are urged 
to send in this special contribu- 
tiom..as soon as The 
money is neéded to get-the-As- 
sembly furnished and in usable 
condition for this summer's use. 

M.S. U. 

Baptists of Mississippi are in- 
terested in the facts revealed by 
the Social Science Center of 
Mississippi State University, 
which made a study of churches 
throughout the state, They Say: 
(1) (Sixty-two (62) percent of 
white church population are 
Baptist, (2) Methodists comprise 
29 percent of the state’s white 
church population, (3) Baptists 
are the only denomination-with 
a church in every county, (4) the 
Baptist rate of growth in the 
past fifty years in Mississippi 
was three times that of Metho- 
dists and twice that of Presby- 
terians, 


Rev. H. Fred Williams, form- 
erly pastor of East Howard 
Church in Biloxi, is now pastor 
.of the Winter Gaarden, Florida 
church that was reported fifth 
in that state last year in bap- 
tisms. ; 



















































at Mississippi College, has been 
called as pastor of Tula church 
in Lafayette Association... 


















Rev. James Fancher is pastor 
of First Church in Florence in- 
stead of Bay Springs as report- 
ed in last week’s Baptist Rec- 
ord. Rev. D. D. Satterwhite is 
pastor at Bay Springs. 























Rev. Jerry W. Robinson, Jr., 
pastor of New Zion Church at 
Liberty, has accepted the posi- 
tion of minister of missions for 
First Church, Brookhaven. He 
will also become pastor of Hal- 
bert Heights Chapel. 




















Darrell Hoover Elwyn Wilkinson, Jr. Mary Ann Lane 





Evangelism 
At the very heart of every 












~~ —Student-Summer Missionaries Are Announced 


church is approached for a con- 
tribution. 

The committee making the se- 
lection was: Milburn Price, Ole 
Miss, chairman; Mamie Willing- 
ham, Mississippi College; Ann 
Guntharp, Blue Mountain; Paul 
Mitchell, Itawamba Junior Col- 
lege; Betty Jane Frew, Student 


Rev. Donald Byers of Hickory 
Flat has been called as pastor 
of Delay Church in Lafayette 
Association, He is also pastor 
of Paris Church. 
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=p Woman’s Missionary Union 


President—MRS. J. T. LYONS, McComb 
Executive Secretary—MISS EDWINA ROBINSON 
YWA Director—MISS MARJEAN PATTERSON 
GA Director—MISS WILLA DEAN FREEMAN 
Sunbeam Director—MISS WAUDINE STOREY — 





Director, Hinds Junior College, 
and Caby E. Byrne, Student Di- 
rector, Mississippi College. Jim 
Brent, Mississippi State, presi- 
dent of the Mississippi Baptist 
Student Union, and Ralph B. 
Winders, State Director of Bap- 
tist Student Work, were ex-offi- 
cio members. 


Five students have been se- 
lected to represent |the Missis- 
sippi Baptist Student Union 
Convention as summer mission- 
aries in a program sponsored 
jointly by the State Depart- 
ments of Student Work, the Stu- 
dent Department of the Sunday 
School Board, and | the Home 
and Foreign Mission Boards of 
the Southern Baptist Conven- 
tion. 

Going to Nigeria is Jackie |' 
Washington, Blue Mountain Col- 
lege sophomore from Carthage, 
Texas, a graduate of Memorial 
Hospital School of Nursing, at 
Houston, Texas. Alternate for 
Nigeria and first choice for Cal- 
ifornia is John Addison, Osyka, 
senior pre-med student at Mis- 
sissippi Southern. 

Ann Butler, Laurel, senior at 
Mississippi College, goes to the 
Oregon-Washington Convention, 
Darrell Hoover, Starkville sop- 
homore at Mississippj State Uni- 
versity to Michigan, and Elwyn 
Wilkinson, Jr., Mississippi Col- 
lege junior from: Handsboro, 
goes to the New York - Pennsy!l- 
vania area of the Ohio Conven- 
tion. Mary Ann Lane; Columbus 
sophomore at M. S. C. W., is al 
-ternate for home mission serv- 
ice, } 

Sacrificial Giving 

Funds for this project come 

from over and above sacrificial 


giving of college students, No 
ee Seen 


upsurge in the amount of the 
1960 Annie Armstrong offering 
would place us on the road to 
achieving the tremendous idea 
of adding 30,000 churches and 
missions by 1964. We have set 
ourselves to an imperative real- 
ity. We must help the mem- 
bers of our churches |to be vivid- 
ly aware of ail that is involved 
NOW. This praying, studying, 
giving effort willthelp us all. 
Why not try it in your church 
a few days hence? Why not en- 
courage your pastor to preach 
on home missions? He will want 
to do it! Why not urge the 
WMU members to attend this 
Week of Prayer évery day? 
They should do this! Why not 
ask every boy and} girl, man 
and woman to give a love of- 
fering and help the many who 
need to know this love of our 
blessed Lord and Saviour? It 
will bless each one who does it! 
Why not try to make'this a time 
of prayer, real prayer for our 
beloved country? It will re-make 
the spirit of your church! Why 
not make it worthy; worthy of 
all the blessings that God has 
given us!. Well, why hot? Let us 
do it! The Lord will surely 















Dr. Landrum ‘Leavell, pastor 
of First Church, Gulfport, was 
scheduled to preach three mes- 
sages at the South Texas Bible 
Conference at Corpus Christi, 
Texas, on Monday and Tuesday 
of this week. 















home missions. But God has 
led and blessed in it! It has 
truly become a living testimony 
that the churches that pour out 
these extra gifts for missions, 
increase their giving to the Co- 
operative Program and realize 
great Spiritual growth in every 
way. Some day He will lead 
someone to write the testimon- 
ies of these churches and 
Southern Baptists will read and 
ike another step in 
spreading the gospel the world 
around beginning “at home.” 

Let us take a brief look at 
the heart of home missions. The 
men and women who are the 
heart-beat of home missions 
labor in difficult places. They 
toil in congested, decaying sec- 
tions of the city. They work 
in mushrooming new housing 
developments, building church- 
es from scratch. They labor a- 
mong new Americans, teaching 
them the better way to under- 
stand their new homes, guiding 
them into a fuller grasp of 
Christian faith. They serve in 
isblated rural areas and in In- 
dian reservations; they witness 
in migrant camps and trailer 
houses. They work among lan- 
guage groups in every state; 
they seek to represent us in 
town and in country. 

They represent us well. Do 
we do our share to keep them 
from becoming overwhelmed 
with a big task, almost insur- 
mountable in many cases? They 
are Stewards of what we South- 
ern Baptists make available for 
them, but they often,see so 
much more that needs to be 
done than they can do with the 
workers we send to help and the 
limited funds we supply. 

In this swift changing land of 
ours, people are in need—the 
kinds of need our home mission} 
aries can often meet. In the 
year ahead we must somehow 
find ways to minister more ef- 
fectively to the people who are 
soul-weary in the cities; we 





Rev. John H. King, pastor of 
Coldwater Church in Marshall 
Association, has recently re- 
signed. 


Foreign Mission Board 
Reports To The People 


at least $20,000,000 in 1960,” he 
said. “And, after using all, re- 
sources available to us, we will 
still lack 
enough money to supply these 
needs. ; 

“We are convinced that God 
will continue to lead great num- 
bers of people to go to mission 
fields and that their going will 
further expand the missionary 
vision of churches at home with 
the result that there will be in- 
creased giving, prayer, and ded- 
ication to the will of our Lord. 

“We face the next four years 
leading up to the Baptist Jubi- 
lee‘ celebration with great con- 
fidence that God will bring into 
reality by that time a misison- 
ary establishment with a mini- 
mum of 2,000 missionaries serv- 
ing throughout the world.” 


Means Reviews Growth 
Of Brazilian Baptists 

.Dr. Frank K. Means, secretary 
for Latin America, reported 
from this temporary headquar- 
ters in Rio de Janeiro, Brazil. 

He said that as he and Mrs. 
Means spent the night of Janu- 
ary 6 aboard ship in the Rio 
harbor they were reminded of 
the similar experience of Dr. 
and Mrs. William B. Bagby, 
Southern Baptists’ first perman- 
ent missionaries to Brazil, who 
atrived early in 1881. “The 
topography of the land has 
probably not changed a great 
deal in the past 79 years,” Dr. 
means said. “Neither have the 
fundamental needs of the 
Brazilian people. But there 
have been changes in other di- 
rections. 
‘ “Brazil was then an empire; 
now it is a republic. If Rio 
de Janeiro was. a commanding 
city then, it ranks as a modern 
world metropolis now with al- 
most 3,000,000 inhabitants, Rio 
was then the capital of Brazil, 
as ‘indeed it still is; but feverish 
preparations are being made for 
the transfer of the capital to 
Brasilia on April 21, 1960. 



























Dr. Lewis Rhodes, pastor of 
Daniel Memorial Church, Jack- 
son, is the special speaker at 
the annual Spiritual Emphasis 
‘Progra at” witam Carey’ Col 
lege, Feb. 22-26. 






Advance Demands Finances 
To Match Human Resources 

An annual increase in mis- 
sitnary appointments” “Makes 
imperative a céffesponding in- 
crease in financial resources 
available to the Foreign Mission 
Board, Dr. Baker J. Cauthen, 
executive secretary, said at the 
February meeting of the Board 
as he reviewed figures on 
Southern Baptists giving and 
Cooperative Program distribu- 
tion. Reaching the goal of 150 
new missionaries in 1960 will 
necessitate raising the Board’s 
operating budget by $1,500,000 
in 1961, he said. ; 

The operating budget of the 
Foreign Mission Board is built 
upon money received from the 
Convention- wide Cooperative 
Program, Dr. Cauthen said, al- 
though some money from the 
Lottie Moon Christmas Offer- 
ing is used for that purpose. 
For example, the Board will re- 
ceive $6,290,000 from the Co- 
operative Program for the ope- 
rating budget in 1960, whereas 
only $2,500,000 of the 1959 Lot- 
tie Moon Christmas Offering 
will be used for that purpose. 

In addition to the need for 
an annual increase in operating 
funds, the Foreign Mission 
Board is likewise faced with 
growing needs for capital funds, 
that is, money for the develop- 
ment of work on mission fields, 
This calls, among other things, 
for the construction of church- 
es, hospitals, seminaries and 
other schools, mission residen- 
ces, publishing houses, et cet- 
era. 

Dr. Cauthen said: “Just as we 
rely upon the Cooperative Pro- 
gram for the main support of 
our operating budget, we rely 
upon the Lottie Moon Christ- 
mas Offering for the main sup- 
port of capital needs.. The Lot- 
tie Moon Christmas Offering 
provides a valuable portion of 
our operating budget, and the 
Cooperative Program provides a 














Mrs. Curtis Askew, mission- 
ary to Japan, was the speaker 
on Feb, 15 for Y. W. A. focus 
week activities at First Church, 
Greenville. 





















" Mrs. R. L. Mathis 
President Woman’s Missionary 
Union, SBC 


Rev. Arlis Grice, pastor of 
Harmontown Church in Lafay- 
ette Association, has resigned to 
accept the pastorate of Looxa- 
-homa Church in Tate County. - 








INVITATION TO SHARE 


The mail boxes of America 
are filled with requests for gifts 
for health purposes or material 
aid for every cause or program 
one could imagine. Wouldn't it 
be a marvelous thing if in the 
mail boxes of Southern Baptists 
there could go a personal letter 
of invitation from Woman’s Mis- 
sionary Union asking for help 
in the coming Week of Prayer 
for Home Missions and the An- 
nie Armstrong offering? Obvi- 
ously this cannot be done and 
so this “open letter” in your 
state paper comes from the 
President of Woman’s’ Mission- 
ary Union. : 

The Week of Prayer is just 
ahead, March 7-11. In the 
churches of our Convention, the 
members of W. M. U. will be 
meeting daily to study, pray 
and give for our. ever-enlarging 
Home Missions program. Pas- 
tors and other lay members will 
be encouraging and assisting in 
this time of prayer and giving 
so that we may give the gospel 






Dr, Chester E. Swor, youth 
counselor, lecturer, and writer 







speaker on the program of Sou- 
thern Baptists’ nation-wide Sun- 
day Schoo]: Convention March 
29-31 to be held in the Will Rog- 
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Church Membership Training 
Week 

It is. your excellent opportu- 
nity to promote “Church Mem- 
bership Training Week”: in 
March. We hope you already 
have the date on your church 
calendar and have decided on 
the books. Since we promoted 
such an emphasis about two 
years ago with the publication 
of four new books, it was 
thought best to offer a choice 
of books for each age group. | 

Although the Director of 
Study Course will take the in- 
itiative in: 

Planning the date, 

Selecting. and. ordering the 
books, ‘ 
Securing the teachers, | 
Clearing the calendar of .all 

conflicts, 
Brotherhood of}, Publicizing and promoting 


on ° the study, i 
Association Meets] Preparing record materials 
The Brotherhood of the Mars 



































more warm-hearted in mission 
|interest, And too has come 









and making reports, 






Ey 3 i 
it is nevertheless to be a church 
study course. 

Posters advertising the study 
are available from the Training 
Union Department, 127 Ninth 
Ave., North, Nashville 3, Ten- 
nessee. We 















ers 
Worth, Texas. 


Rev. David Phillips, a student | | 


of Jackson, will be a featured | 


t/ UU UNION 
OEPARTMENT 





Enlisting people in class at- 
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|Names In The N ews: 





Memorial Coliseum, Ft. 


Mrs. 0. M. Jones, manager of 


the Baptist Book Store, Jack- 
son, will attend a conference at 
the Baptist Sunday School 
Board in Nashville March 7-11. 


* Jack E. Spence is the new exe- 
cutive house-keeper of the Mis- 


sissippi Baptist Hospital. He suc- 
ceeds Mrs. Archie Regnault who 


retired at the end of 1959. He 
has a background in construc- 
tion and engineering work. He 
has previously lived in Jackson. 


Dr. R. G. Lee, pastor of Bel- 
levue Church, Memphis, will be 
one of the speakers for the Re- 
vival beginning March 13 at 
First Church, Indianola, Other 
speakers include Dr. Lewis Rho- 
des, Jackson; ‘Rev, David Cran- 
ford, Canton; Dr. Luther Joe 
Thompson, Jackson; Rev. Rus- 
sell McIntire, Clinton; and Dr. 
R. Paul Caudill, Memphis. 


_ Miss Kathryn Jasper, Hinds 
County B. S. U. director, and 
Mrs. Harold St. Gemme, Jack- 
son, will be teachers for the 
Central Training School Feb. 
22-26 at First Church, Natchez, 
Dr! D. Lewis White, pastor. 


Fred C. Schatz, professor of 
Religious Education at Carson 
Newman College in Tennessee, 
is leading a week’s course of 
basic training for church mem- 
bership at First Baptist Church 
in Jackson this week. 


Billy Cannon, all-American 
football star and senior at Lou- 
isiana State University, Baton 
Rouge, will give his testimony 
at the nation-wide Southern 
Baptist Sunday School Conven- 
tion March 29-31 in Ft. Worth, 
Texas, 


Rev. Victor M. Kaneubbe, of 
Philadelphia, missionary to the 
Choctaw Indians is among those 
whose biographies are included 
in a forthcoming edition of the 
book Indians of Today to be 
published March 30. by the In- 
atan Council Fire of Chicago. 


Brooks Hays, former president 
of the Southern Baptist Con- 
vention, was unanimously con- 
firmed by the Senate for a nine- 
year term as a member of. the 
3-man board of directors of the 
Tennessee Valley Authority. 


Rev. J. L. Morgan, Lauderdale 
County sheriff, will be the evan- 
gelist for the Fulton Avenue 
Baptist Mission in Meridian, 
March 6-11. Rev. Lloyd Thorn- 
ton is pastor. 


Rev. S. Gordon Sansing, spoke 
at the Sweetheart Banquet of 
the First Church, Tchula, Feb. 
18. Rev. Roy D. Raddin, is pas- 
tor at Tchula. 
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ing received and accomodations 
assigned for the three Training 
Union weeks at Gulfshore this 
summer. Our three weeks are: 


I. July 25-30 
Il. August 1-6 . 
III. August 8-13, Leadership 
Week . 


Although there will be some 
leadership classes during the 
first two weeks, they will not 
be as closely graded as is plan- 
ned for the third week. There 
will be adequate provision for 
children this year and family 
groups are urged to attend. : 

It is still true that each Junior 
must be accompanied by a par- 
ent or an adult guardian. 

All over the state interest in . 
our new assembly facilities at 
Gulfshore is increasing. The 
financial campaign which 
culminated in a special offering 
in each church on February 21 
is certain to be successful, there- 
by affording the assembly man- 
agement with necessary funds 
for completely equipping the 

Make your plans now for a. 
large group from your church | 
to attend. This year for the | 
first time we will not be hold-;- 
ing a threat over your heads 


jthat “there may. not: be room” 


—for there will be plenty of 
room for all who want to come, 
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eg rn te ae 
JOE T. ODLE, Editor 
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A Dangerous First Step 


In early Mississipp history churches were restricted 
fo. Gris tradom of worship. J. Lx Boyd, in, his book A 
POPULAR HISTORY OF MISSISSIPPI BAPTISTS, says, 
(page 17) “public meetings for the purpose of reading and 
expounding the Scriptures, exhortation and prayer” were 
held by the early American settlers in the Mississippi ter- 
ritory. “This form of worship was prohibited by the law 
of the district from 1781 when the Spanish authorities took 





The first Baptist church in Mississippi was established 
an Cole’s Seek alae fifteen miles northeast of Natchez, 
in the fall of 1791. In 1795 Don Manuel Gayoso, the 
mandant at Natchez, after previously warning the congre- 
gation concerning holding public services, wrote Richard 
Curtis, pastor, calling his attention to the fact that the serv- 
ives were “violative of the laws of the province, and against 
the peace and safety of the government.” When Curtis fail 
ed to heed this warning, he was arrested on April 6, 1795, 
and in court. was told that “no religion but the Catholic” 
was allowed in the province, and that if he or any other 
man preached again they would be sent to “work in the 
silver mines of Mexico.” Curtis was released, but the per- 
secution continued, and soon he and two other preachers 
were forced to flee the country. They did not return until 
the entire area was in complete control of the federal gov- 
ernment. | 

From that time the Mississippi territory became a part 

of the United States, all churches had complete religious 
freedom. Under that freedom they have grown and pros- 
pered, established many strong institutions and contribut- 
ed largely to the moral and spiritual development of our 
state. 
Absolute separation of nareh and state and complete 
religious liberty have been.a blessing to Mississippi, and we 
cannot believe that any Mississippian would ever wish to 
see that relationship changed. 

Yet, a threat to those precious freedoms now faces us. 
Early in the current session of the State Legislature bills 
were introduced which dealt with the internal affairs of 
some of the churches. When strong opposition to these bills 
developed, substitutes were offered which did not name 
churches specificially, but included them as “religious in- 
stitutions.” While the form has been changed, the dangers 
are still there. This bill is a step toward government con- 
trol of the churches. 

We are not arguing against local or congregational 
control. Baptists have stood for that principle through all 
of their history. Our opposition is not to the principle, but 
to the method of attaining it. We do not believe that the 
government should force the change of laws of any church, 
but that such changes must come from the churches them- 
selves. . 

The passage of this hill could conceivably be the begin- 
ning of the return to the day, when government officials, 
displeased with the work or organization of certain church- 
es, could forbid them to function. Certainly, we agree that 
such conditions are far distant as they relate to the present 


February 25, 1960 |. 


















ST. PAUL'S ISLANDS—(St. Yaul’s Bay; Mulia)At the entrance of the Malta harbor where St, 
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Paul suffered shipwreck 1,900 years agu, now caiied St. Paul’s Bay, are two islets named St. | 
Paul’s Islands. On the large one (left} is a statse of the great missionary apostle, which keeps 
alive for visitors the story of his historic passage to Rome narrated in the Acts of the Apostles. 
In ancient times Malta was known as Melita (RNS Photo). 





Legalization Is Not Answer 


To The Liquor Problem 


By Cc, M. DAY 1 
Director of Temperance Work | 
Mississippi eee Convention | 

ard , 


“Legalize. and control” are | 
the high sounding but decep- 
tive and empty words from the 
advocate of legalized liquor. 
Look to our neighboring state 
of Louisiana for an example of 
legalizing and control. Minors 
are buying liquor and becoming 
intoxicated in such numbers un- 
til those charged with the re- 
sponsibility of enforcing the 
control measure confessed that 
conditions are| out of hand and 
other measures had to be taken. 
Look to any of the states that 
have legal liquor and see the 
difference in crimes by juven- 
iles as compared to the crimes | 


in dry states, When the words 
“legalize and control” are used 





bill, but this would be the start. The first step is the most 
dangerous one. 


Prohibition Repeal 


_ When Mississippi, last summer, became the last state 
to retain prohibition laws, it did not require prophetic 
powers to know that the liquor’ forces would quickly con- 
verge upon this state in an effort to bring repeal here. 

Now such action has been started in the state legisla- 
ture. Bills have been offered in both houses of the legisla- 
ture which would destroy our present prohibition laws, 
provide for local option, and allow legalized liquor to come 
to Mississippi. 

We certainly recognize that existing conditions are not 
satisfactory. The open selling of liquor in some areas, the 
flouting of the law by many persons, the evident lack of 
enforcement effort on the part of some officials, and the in- 
famous “black market” law are all bad. Changes need to 
be made and conditions improved. 

Nevertheless repeal and legalization will not solve our 
problems. Reports from states which have allowed legaliz- 
ed liquor to return, reveal that repeal has not improved 
conditions, but actually made them worse. C. M. Day, Di- 
rector of Temperance of the Convention Board, shows in 
an article published elsewhere in this issue of the Record 
that statistics prove that conditions are worse in states 
which have legalized liquor. 

Liquor is still an evil, a curse and a destroyer, and legal- 
izing it will not change its character. The Bible is clear 
in its condemnation of strong drink. The curse of liquor 
can be seen in its trail of alcoholics, broken homes, start- 
ling record of crime, and its carnage along modern high- 
ways. 

The Mississippi Baptist Convention in its last session, 
and in many of its sessions through the years, has taken a 

. strong stand against alcoholic beverages, and for the en- 
forcement of the prohibition laws. The Convention Board 
has a temperance committee which continually studies 

, problems related to liquor, and keeps our constituency in- 

_ formed concerning the situation in our state. For several 

f years the Board had a temperance department, but in more 

recent years has worked with the Mississippi Church Coun- 
cil for Aleohol Education. On February 15 the Convention 

Board’s relationship with the Church Council was term- 

inated and a new Temperance Director was employed to 
work’ under the direction of the Executive Secretary. 

The editor of the Baptist Record cannot speak for 

Mississippi Baptists, but he believes \that they are largely 

against alcohol traffic. Furthermore, he believes that 
most Mississippi Baptists do not desire repeal of the pro- 
re I to the writer’ conviction tha proposed 
' i 3 t the legisla- 
ti should ot pas There are many reasons for this be- 
lief., some of will be y-acnwwee editorially in forth- 
ee La ome ms ae 
citizens who are opposed to legalization 
of i in Mississippi to contact their legislators imme- 
diately, and to inform them of their opposition. 
_Forces favoring the bill are at work now. Those against 
it should be busy too. 


"Thess testing timatcare the good:old days many will be 
No two people are alike and both of them afe glad of it. 


‘ 


it is just an attempt to throw up 
| a screen before the eyes of the | 
weaker and less informed so 
they will be more gullible for 
liquor legalization. 
Get The Money 

Another misstatement we hear 
is that we have to have legal 
liquor to raise} the money nec- 
essary to finanee our state gov- 
ernment. This|is another well- 
devised ‘effort to deceive those 
who are not informed and to 
bolster the morale of those who 
favor legal liquor, Let those 
speak who have had experience. 

Massachusetts, for example, 
after making a survey of income 
from liquor and the outgo as a 
result of it states that it costs 
the state four dollars to enforee 

| the law and pay for liquor’s re- 
struction for every one dollar 
they get in revenue, 

A report from California has 
this to say, “A grand jury in Los 
Angeles, closed its report in a 
recent year with these words: 
‘Our jails and prisons are crow- 








ded;-our courts and police force 
are burdened; our law enforce- 
ment and social welfare prob- 
lems -are- seriously aggravated 
because of. the liquor traffic. 
The tax costs now falling upon 
the innecent citizenry because 
of the liquor traffic are intoler- 
able’.” 
Reeent Repeal 

We hear from the mouths of 
babes and sucklings (figurative- 
ly speaking) that business flour- 
ishes on every corner with the 
repeal of prohibition laws,:but 
we have another version as re- 
ported from the editorial page 
of the September 17 issue of 
the Oklahoma Baptist Messeng- 
er, “The Jails are Filling Up.” 

“As we expected, the first 
week-end of legal liquor in Ok- 
lahoma ‘bfought ttowded jails.” 
ae aga’ flourish with re- 
peal bat what’ Kifla'‘of business 
is it? Ih Quoting’ further, “In 
OXlahoma City the Saturday af- 
ternoon newspaper read, ‘Capi- 
to! police arrest 92 for drunk- 
enness. Court is overflowing af- 
ter tavern raids round up tip- 
plers’.” We further understand 


| that Judge James P. Demopolis 


“in questioning defendants 
found a majority came to grief 
with newly purchased legal li- 
quor.” On Sunday morning the 
headline read, “Jails overflow- 
ing as ‘busy officers haul in 
drunks.” ° 

The story further states that 
“along with the number of 
drunk arrests Police Dispatch- 


| with crimes 





er C. D. Scott and J. W. Smith 
reported there have been a 
large number of domestic dis- 
turbance calls.” The Monday 
morning headline read, “Judge 
will hold holiday session - to 
clear out jails.” 

All of this brings us to say 
that -the alcoho] problem is not 
solved by making liquer easily 
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The Down Payment 


Down payments are not new. 
They are not peculiar to this 
age of easy credit. If there is 
anything new about down pay- 
ments it is the term and not 
the practice. 

It appears that the practice of 
making down (payments was 

| known at least as early as the 
Phoenicians. In fact, the very 
word used to describe the prac- 
tice passed m the Phoeni- 
cians into Greek and then into 
Latin. 
Perhaps most of us are more 
familiar with than re- 
ceiving down ts. How- 


cipient of a | payment. That 
is the sense of 1:14: “Which 
Holy Spirit is the earnest of our 


inheritance” (See also II 


Cor. 
1:22, 5:5). 


leanings from the 
Greek 






New Testament 
‘by V Wayne Barton 


S2itta #e79 9% 
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of modern English usage. The 
fuller expression is 
money.” Even this term was 0"2 
ceded in English usage by 
“Caution-money.” 

Means “Serious” 

The word “earnest” has the 
sense of “serious.” It was a 
down payment on a purchase as 
evidence that the purchaser 
seriously intended to complete 
the transaction, When real és- 
tate was involved in 2 proposed 
transaction, earnest money was 
exchanged ‘for’, handful of dirt 
from the plot of ground being 
purchased. 


So, the Holy Spirit is given by 
God to those who trust in Him. 


This is but a down payment on} 


an inheritance yet to come. As 


“earnest | 


available, Those who feel that 
repeal would solve ,all of our 
problems in Mississippi might 
do well to consider these facts 
which come from other states 
which have legal liquor. 
No Repeal 
God has never repealed any 


of his laws from the time that’ 


they were spoken to this good 
day, neither shall they be re- 
pealed by Him, but many seem 
to think repeal that would be 
the answer to our problems. 
“Woe to him who puts the bot- 
tle to his neighbor’s lips.” When 
we give our assent to things or 
conditions that bring about 
crime, as liquor does, we are 
most certainly “putting the bot- 
tle to our neighbor’s lips.” 

Advocates of repeal say con- 
ditions: would be better if li- 
quor. was legalized,|..but this 
again is nothing but deliberate 
deception designed to lead a- 
stray the weak and the less in- 
formed. Let's look at some of 
our sister states that have legal 
liquor and see about conditions. 

For example, North Caro}jna 
leads the South in stills seized 
with 4,876; Alabama with 3,852; 
Georgia, 3,332; South Carolina, 
2,830; Tennessee, 1,344; and Mis- 
sissippi, 386. These figures come 
from Licensed Beverages Indus- 
tries, Incorporated, quoted by 
Bernard Gavzer in Associated 
Press news features, 1957. 

8he same opmparigs n is true 

in wet* and dry 

states as reported by United 
States Guide on Alcoholie Bev- 
erages, We will compare three 
categories in four states. The 
categories are murder, robbery 
and auto theft and the states 
are Alabama,‘ Kentucky, Ten- 
nessee and Mississippi. 


Auto 

Murder Robbery Theft 
Alabama 15.27 32,7 1975.7 
Tennessee 12,95 45,9 191.7 
Kentucky 10.51 359 269.4 
Miss. 8.12 22,7 91.8 


These figures are based on 100,- 
000 population. 

There are those who say that 
business is better where there 
is repeal, but Mr. Roger Babson, 
national statistician, states that 
business is better in dry states 
than in wet states. Regardless 
of what you might think con- 
cerning what advocates of li- 
quor have to say, these categor- 
ies and figures prove that liquor 
will not make conditions better 
but on the contrary will make 
them drastically worse, 

A report from Washington 
shows that 59 percent of arrests 
in the United States is a result 
of alcoholic beverages. Citing 
crime statistics compiled by the 


Federal Bureau of Investigation, ¥ 
the board said that reports from 


police in 1,477 cities with,a pop- 
ulation of 2,500 or more indicat- 
ed there were 772,943 arrests 
for drunkenness, 193,119 for dis- 
orderly conduct, 96,165 for driv- 
ing while intoxicated, and 37,028 
for violation of state or feder: 


* 


liquor laws. ene 


Bany Come? 102. 
Doctor: “You’re working too 


» 


the only way I can keep up with 
the easy payments.” : 


F 


wf 


of the Trient 
‘lwhen that body was formed in 
‘11814, but~ he pioneered in or-|' 
‘| ganizing South Carolina Bap- 
tists on district and state levels. 
' He helped to organize South 
Car 
state Baptist convention in 1821, 
and served as president for four 
years. He was moderator of the 
Charleston Association for‘ more 
than twenty-five years, and was 
reeleeted president of the Tri- 
ennial Convention in 1817. 


young Baptist patriot was so 
feared by the British that Lord 
Cornwallis put a price of one 
thousand pounds on his head. 
The British ‘general is said to 
have “feared the prayers of that 
godly youth more than the 
armies of Sumter and Marion.” 


ments in a long life of devotion 
to this country and his faith ‘is 


Patient: “I know ‘it, but that’s 





one. of their. most far-sighted ; 


a Baptists into the first 









During the Revolution, the 


Furman’s list of accomplish- 


almost endless. A few high 
lights: 

A delegate to the South Caro- 
lina Constitutional Convention 
in 1790. He was a leader in the 
fight for religious liberty. 

A crusader for ministerial ed- 
ucation. His stirring address be- 
fore the Triennial Convention 
helped establish the Baptist 
Columbian Gollege in Washing- 
ton. 

A tireless traveling preacher. 
Although the . First Baptist 
Church here is one of the most 
influential in the nation, for al- 
most four’ decades Furman 
made annual tours of the fron: 
tier, organizing churches and 
strengthening others. 

Perhaps the outstanding Bap- 
tist preacher for many years. 
Throughout the nation Furman 
was respected. His leadership 


‘did much to.make Baptists, a, 


leading influence on American 
life. 

Although he had little formal 
education, young Furman was 
taught at home by his father 
and/ early showed promises as 
a scholar.. He was baptized at 
sixteen and immediately began 
‘ministering to his father’s ser- 
vants., He was soon known as 
the “hoy evangelist” and was 


% 
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From The Past 


By J. L. BOYD, Sr. 


‘60 Years Ago 

« President W. T. Lowrey re- 
ports that one case of small- 
pox has developed on the 
Mississippi. College campus, 
Jimmie B. Quin, a ministerial 
student who. is being isolated 
in one of the ministerial cot- 
tages. 

Pastor W. P. Price of Wi- 
nona Church advocates a Bap- 
tist Preacher's Mutual Aid 
Association ‘in which each 
member would agree to con- 
tribute $5.00 to the wife and 
family of each preacher at his 
death. 








50 Years Ago 
The Clinton Baptist Church 
closed its annual revival 
meeting with thirty-eight for 
baptism “and still’ more by 


letter,” writes Pastor P. I. * 


Lipsey. Home Board Evan- 
gelist W. A..McComb did the 
preaching and “preaching and 
singing evangelist” R, F. Jau- 
don directed the song serv- 
ices. . \ 
40 Years Ago: : 
Senior Student Nor- 
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By DR. R. LOFTON HUDSON 


"(Author of the new book, “Sir, 


1 Have a Problem,” at your 
Baptist Book Store). 


HUSBAND SHOVED out 
QUESTION: I am a man over 


50 and have been married 30 
years to my wife, We have no 
children. About 15 years ago 


my wife shoved 
me off and said 
she did not 
want to have 
any affairs 
with me, $0 we 
have lived like 
brother and sis- 
ter. 

I met anoth- 
er lady about 
10 years ago and I am much in 
love with her. She is a good 
Christian lady and would be 
willing to marry me.- What 
should I do? ‘ 

ANSWER: You can do one of 
three things: Live with ‘your 
wife as you have been; get her 
to go to a good marriage coun- 
selor and find out what is wrong 
with this marriage; or, third, 
get a divorce and marry your 
present love. These are your 
alternatives. bets 

Frankly, I don’t know whi 
road you should take. It seems 
to me that you should have 
come to grips with this prob- 
lem 15 years ago. Sex is not 
the most important thing in. 


marriage but it is a pretty good - 


indicator of whether two peo- 
ple know how to commune deep- 
ly.and to give\to-each other. If, 
your wife is simply a cold, un- 
giving, aloof person, you will 
probably leave her sooner or 
later. In fact, you have al- 
ready left her emotionally. 
(Address all questions to Dr. 
Hudson, 116 West 47th Street, 
Kansas City 12, Missouri). 


Calendar of Prayer 


February 29 — W. E. Mitchell, 
Carey College staff; T. FE. Dar- 
nell; Kemper Assoc. Modera- 
tor. 

March 1 — Oscar Feagin, Laf- 
ayette Assoc. Moderator; J. 
W. Lee, Miss. College faculty. 

March 2 — Martin J, Gilbert, 
Riverside Associational Mis- 
sionary; Lowell Peters, Bap- 
tist Book Store. 

March 3 — Mrs. D. W. Hend- 
ricks Warren Assoc. WMU 
Pres.; Bob W. Hunt, Student 
Director, Northeast Junior 
College. 

March 4 — S. S. Sargent, Blue 
Mountain College staff; Copie 
Myers, Smith Assoc. Music 
Director. 

March 5 — Mrs. John Evans, 
Sunflower Assoc. Music Di- 
rector; M. O, Hailey, Tippah 
Assoc, Brotherhood Pres. | 

March 6 — Billy Credille, Tish- 
omingo Assoc. Brotherhood 
Pres.; Dorothy Barnes, faculty 
of Gilfoy School of Nursing. 


The Baptist Record 
doe T, Odle .3.......-° Editor 
Joe Abrams . Associate Editor 
J.E. Lane Business Manager 
Anne McWilliams Ed. Asst. 

Officiai Journal of the 
MISSISSIPP] BAPTIST 
CONVENTION BOARD 
Box 530, Jackson 5, Mississippi 
Chester L. Quaries, D. D. 
Executive Secretary-Treasurer 
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AL TWI aE RE —_ = 
By James F. Cole | priest who threatened a boycott 
Editor Bapt#! Message, | | of business establishments be- Caneel 
- Loulana | }longing to laymen of the 

Have you a LOOK pers if Archer was 
.|magazine’s Fe “16 speak. ee pea | 
P Peau Why? Is not this a free coun- 
Separate Churchand State?” py| try? Since when is it ‘wrong to 

pro-| defend the Constitution of ‘the. 

United States? . 





















































































“If tomorrow Catholics constitu- poodle ager a “ 
| ted a majority in our country, | \ 1 change site: oe Mat 

they would not seek « union of] tne present Constitution eo that 
church and state. They would! +1. President may enforce his 

: then, as now, uphold the Con-| .. rather OUR humanitarian 

and principles, then Archer and/ stitution and all its eamend- sous on ail of i 

his associates are guilty. ‘| ments, recognizing the moral a ~ aati phases rea ul its 

with half truths The favorite weapon used by | obligations imposed on all Cath- ly popes and the Holy Mother 

mer who fed hi§ COws on the Catholic hierachy to clob-| olics to observe and defend (it).” Church.” 

dust with only ough hay /to| ber POAU is two-headed—bigo-|Qn a very practical basis, it 
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make it palatable. try and: intolerance. Whenever | would be patently impossible for| 4 Do Catholies oppose public - 
LOOK mag their position or actions cannot| a slim Catholic majority to im. | **h0els? 

the article be je. | be defended without seri-| pose its belief upon a numer-| O'Brien's answer: No. Prob- 

spread public in@rést surround-| us. damage to the false’ image | ous and unwilling minority of | @bly half or more of the Catholic 


‘Protestants. But.more than that,| children in the lower grades 


the sibility that a Ca 
om “¢ it seems fantastic to us to think| are im public schools and a 


folic may be ated -as| | Public to have of the Catholic 


“PSION cy ees epee 3k 


‘candidate for church, the weapon is employed.| that the ideal of sepaartion of |™uch larger percentage is in 
year. A questionnaire’ was 5 At this juncture, it might "be| Church. and state could be up-| Public high schools, colleges and. =“ 
mitted to Mr. dpa. J to an-|added that Mr. O’Brien very — pe gs hat pay * asa saute << 
| er. He in tum skillfully answers the majori ous ie on 
PRESIDENT AT PRAYER BREAKFAST—(Was hington, D. C.)}—President Eisenhower chats with |*™ a oo site| of thereucstions ah ee fr separation is deeply entrenched | bor in public schools, many de- 
























































































‘ ' magazine to smear 3 
| pore Brion government officials and Chris tian leaders at the eighth annual Prayer Break- and Other Americans United Catholic laity were supplying 
| ation’s Capital, marking the open ing of the annual International Christian Lead- Separation of Church and | the answers, In all probability 
ership convention. Left to right Dr. Araham Vereide, ICL founder and executive director: John gee Br qutitiaa | eanie Cabiadiés eeula a4 dacscer 
___ _# Cordle, member of the British House of Commons; Dr. Bob Pierce, president of World |?” : . tr i 

American public a8 to the t the questions raised. 
var shies a missionary aid group; William C. Jones, California industrialist position of the Roman Catholic! But is aeeiors of the: hick 
“a seat e breakfast host; the President; and Judge Boyd Leedom, ICL president. Church on the matter of sepa | dehy, however, do not ‘coxicur. 

tion of church and state. | | You have only to read Catholic 

Not all of the questions and| newspapers and textbooks to 
answers can be dealt with in s0 | validate this statement. 
brief a space; therefore, only|a| 2. I¢ a Catholic were elected 
few will be scrutinized. | | President of the United States, 

1. How do you explain the| would he be required to place 
fear of some Americans t | the so-called demands of his re- 
the separation between: church | ligion above the demands of his 
and state will break down if a | country? 

Catholic is elected igo ed O’Brien’s answer: No. Catho- 

O’Brien’s answer: I believe / tics have held the highest state, 
this fear is chiefly the result| Congressional and judicial po- 
of a 12-year propaganda sitions. Two of them have serv: 
pagan by an organization called | eq as chief justices of the Su- 
Protestants and Other Amert- preme Court. Religious faith has 
cans United for the Separation | never prevented any of them 
of Church and State, which ya from carrying out the duties of 
lows the same line of attack on | his office. Catholics cannot: con- 
Catholics the . Know-Nothings| ceive of ang set of circumstan- 
followed in the 1850's. The cam-| ces that would prevent a Cath- 
paign has been intensified be-| olic from fulfilling the Con- 
stitutional obligations reflected 
in the Presidential oath. 

Bishop Francis S. Connell 
gives the true answer: “It is 
only from bishops and priests 
of the Catholic church that pub- 
lic servants can expect clear 
and consistent guidance and ad- 
monition regarding their offi- 
cial duties.” 

Exhibit A. Senator John F. 
Kennedy, speaking before the 
National Press Club in Washing: 
ton on January 14, was asked 
by W. H. Lawrence, president of 
the club, “Concerning a Phila- 
delphia interdenominational re- 
ligious service to dedicate a 


voting their entire lives to this 
work. Catholics pay their full 
share of taxes to support these 
schools and rejoice with their 
fellow citizens over the magnifi- 
cent contribution our public 
schools are rendering to the 
youth of our nation and the 
strengthening of our democracy. it 
Professor O’Brien’s answer is | 
not the same as that of the 
hierarchy. The Canon Law of | 
the Roman Church (Canon 1374) 
directs all Catholic parents to 
boycott public schools ‘unless 
they receive special permission 
from their. bishops.; : 
Pope Pius XI in his encycl- 
ical, CHRISTIAN EDUCATION 
OF YOUTH, said “Education be- 
longs pre-eminently. to the 
Church.” 
Mr. O’Brien claims to be , 
speaking for all Catholics. The 
following letter was written by 
a Catholic layman to a Massa- 
chusetts: newspaper. The opin- 
ions expressed represent the 
thinking of thousands of Cath- 
olic laymen, 


“Dear Sir: I would like to 
offer some comment relative to 
your eorrespondent’s article 
captioned: ‘Denies Catholics 
Hospital to Public School.’ As 
a practical Catholic, I find that \ 
our requests of the ‘Auxiliary q 
services’ as they are sometimes 
called which are furnished the 
public school children are desirt- 
ed by our hierarchy for their 
parochial schools in order to es- 
tablish the principle of public : 
tax aid for our schools and their i 
desire is for full tax support te 


and widely supported by all re- 
ligious. groups, : 

The hierarchy does not favor 
separation asa minority, why. 
‘should they adopt a different 
attitude ‘in the event they be- 
come a majority? 

, James M. O'Neill expresses 
the hierarchys position: “Sepa- 
ration of church and state or ‘a 
wall of separation of church and 
state’ is. only a ‘metaphor,’ a 
‘figure of speech,’ a ‘spurious 
slogan,’ or a ‘shibboleth’ which 
is not a part of our American 
tradition or constitutional his 
tory.” 

Fr. John Courtney Murray, | 
one of Rome’s_ outstanding 
scholars. in this country, be- 
lieves “separation of church and 
state is hostile to religion.” He 
describes the. principle as the 
“negative, ill-defined, basically 
un-American formula, with all 
its overtones of religious pre- 
judice.” 

Ryan and Boland, CATHOLIC 
PRINCIPLES OF POLITICS 
(1940); “Justice therefore for- 
bids, and reason itself forbids, 
the State to be godless; or to 
adopt a line of action which 
would end in godlessness — 
namely, to treat the various re- 
ligions (as they call them) a- 
like, and to bestow upon them 
promiscuously equal rights and 
privileges. Since, then,.the pro- 
fession of one religion is- neces- 
Sary in the State, that religion 
must be professed which alone 
is true, and which can be rec- 
ognized without difficulty, es- 
pecially in Catholic. states, be- 
cause the marks of truth are, 


- Siloam Pastor! 


Goes To Sturgis 


Rev. Claude Howe, former 
pastor of Siloam Church in Clay 
County, has accepted the pastor- 
ate of Sturgis Church. 

During his pastorate at Si- 
loam Church there were 141 ad- 
ditions to the church. The offer- 
ings were increased from $6,000 
te $11,000° per year and . the 
ehurch built ‘an educational 
building. Nine Juniors were 
State winners in the Memory 
Work Drill in Training Union. 
Nine Sunday School classes 
were added and a Brotherhood 
was organized. 

He was also pastor of Cedar 






















































Bluff Church where he preach- didate for President this year. 
ed once a month. There were 26 Of course, the evrrent attac 


additions to the church and / WINDERS. ATTENDS—Rev. Ralph B. Winders, state director | have ne more baile in fact than 





cause a Catholic may be a = 


new educational building and | o¢ student Work, was among those attending banquet served in | those of a century ago. 
auditorium were built. 


the Baptist Student Center, Louisiana State University, Baton Professor O'Brien cleverly 
5 Rouge, during annual meeting of the State Directors of, Student | answers all questions with 
. Work. Seated, facing camera, left to right, Mrs.| Henry Mims, | smoke-screen lingo. For ex- 
Rev. W . O. Carter Student director, L. S. U.; Mrs. Charles Roselle, Charles Roselle, | ample, he answers the first 
‘ Dies At Ave 73 State director, Tennessee; Rev. Winders; Dr. J, Norris Palmer, | question so as to leave the im- 
* rhe | pastor, First Church, Baton Rouge, first student worker ever em- | pression that there is no rhyme 
Services were held Feb, 20 for | Ployed by the Mississippi Baptist Convention Board); Herbert or reason for the accusations 
Rev. ‘William Owen Carter. 78. | ©. Gabhart, president, Belmont College, Nashville;| Mrs. Palmer; |POAU against ,, the Catholi 
at the New Hope Baptist Church Vv. Ww. Entrekin, State director, Illinois, a native Mississippian. Church. In essence, Mr. Q’Br 
in Meridian. sek a aaa aaa os | is saying: “We are as innocent 
Rev. Carter received his edu-| N * ° . as a babe in arms. Such. a¢- 
cation at Clark College, Missi. Miss Dawkins to Head Foreign tons or wnich we are recused 


sippi College and graduated | are fabricated falsehoods. 











a hools on a par with| the 
Magna Cum Laude from South- * . ° have never even entertained | chapel—did you or did you not| as it were engraveh upon it.” |°“ 

A ; ‘ , ; ublie schools. | 
western Seminary. His pastor- Mission Medical Recruitment | Such thoughts. This is true on take this action on advice of-a| Does not the Catholic Church P “Phe “passedial achools ‘oe 
ates during his 43 year career }my Boy Scout honor, I Cross | Cardinal?” insist that whenever there is a 


not public schools, not by the 
widest stretch of the imagina- 
tion. They are private schools 
and should be self-supporting. 
The church should also furnish 
buses for their school children 
and not try to horn in. on fed- 
eral money for such type of 
service. The fact that a large 
majority of- Catholics refuse to 
send their children to the pub- 
lic schools is a belligerent ges- 
ture and we by this attitude 
should automatically become in- 
eligible for public aid in any 
form. Reverend Paul L. Blake- 
ly, S. J., of the Catholic review 
AMERICA stated sometime ago 
that it was the duty of every 
Catholic parent to refuse to pay 
taxes for their support and it 
was also the duty of every Cath- 
olic father to keep his children 
out of them. The mere fact that 
we pay a double tax is our own 
fault and it does not entitle us 
to special privileges.” 

This paragraph was taken 
from the Jesuit-edited maga- 


as a minister include: Raymond,| Miss Edna Frances Dawkins, | Southern Baptist Convention | ™Y heart.” 
Waynesboro, Bay Springs and | who has served in the personnel | territory. (The candidate divi-| The attack is a well calculp- 
Silver Creek. department of the Southern|sion of the personnel depart-| ted plan of the hierarchy of the 
The family requested that no| Baptist Foreign Mission Board| ment works in three areas:|Catholic church to blackball 
flowers be sent, but contribu-} since 1947, will assume some-| southeastern, central, and west-| POAU in the eyes of the public. 
tions be made to the Southern! what different responsibilities | ern.) | For the organization is a formi- 
Baptist Mission Program. this fall when she becomes head |---| dable roadblock in the path of 
He is survived by his wife,| of a newly organized medical di- | ; the Roman Church in its at: 
Mrs. Vivian Walker Carter, of | vision in the department, As| tempt to tear down brick by 
Jackson; three daughters, Mrs.| one of four associate secretaries brick the wall between chureh tative, according to Dr. Po- 
M. Carl Edwards, Franklin, | for missionary personnel she and state as it has done.in other ling’s words in this recent ar- 
Penn., Mrs. D. Gray Griffith,| will carry major responsibility countries. | |tiele, of the Catholic faith. I 
Prentiss, Miss., Mrs. J. P. Stein-| for the recruitment of nurses, Protestants do not have # uni-| was not invited as a public of- 
winder, of Jackson; two sons,| doctors, medical technologists, ted front for the defense jf|ficer. I was not invited as a 
W. O. Carter, Jr. of Miami, Fla.| and hospital administrators. their position concerning | member of Congress. I was com- 
and M. Sgt. Howard Carter,) ty announcing Miss Dawkins’ church and state issues; POAU | ing there—perhaps it was un- 
Tulsa, Okla., and two brothers new position at the February is filling that gap, and it might| wise to accept the invitation in 
and four sisters who live in| meeting of the Foreign Mission be added, quite successfully. | that form but anyway I accepted 
Quitman, Miss, Board, Dr. Elmer S. West, Jr., Otherwise, the Catholic heir-|it in 1950. Now without really 
«ds seeretary:for missionary person- archy would not be so vocifer-| knowing much about it, my im- 
| nel, said a dearth of medical ous in its smear campaign of| pression had been that it was 


THE 
CURRICULUM | mission volunteers, particularly ROAU in both the secular and|a memorial to four chaplains. 


| nurses, made a medical division Catholic press, In fact, two | Shortly before I was to go, I was 

GUIDE lin the department &@ necessity. Catholic journalists have just | informed by a clergyman whom 
7 Along with medical mission released a book entitled UNIT.|1I knew, who came from Phila- 

1960 volunteers and candidates, Miss ED FOR SEPARATION attack-| delphia, that the clergy was 
ing POAU. The authors claim| very upset, because I came from 
to have spent three years in| a family which had some prom- 


clash between the church and 
the civil authority, it is the 
church’s authority that is su- 
perior? ,“In Catholic Encyclo- 
pedia, “making it impossible for 
both jurisdictions to be exer- 
cised, the jurisdiction of the 
church prevails, and that of the 
state is excluded.” 

Henry W. Munger says: “The 
Roman Catholic Church is not 
just a church. It is a church- 
state, an international political 
orgatiization, located in the Vat- 
ican City in Rome, and the heir- 
archy of the Holy Roman Em- 
pire, which at one time gov- 
erned nearly the whole of Eu- 
rope. The Vatican state is very 
small, less than a square mile 
in area; but it has all the ap- 
purtenances of any sovereign 
state and is an independent to- 
talitarian government. The pope 
is the head of, the church and 
the head of state of the Holy 
See both a religious and tem- 
poral sovereign and as the vice- 
regent of God on earth; is the 


Senator Kennedy replied: “I 
will say that the problem really 
was that the chapel was located 
in the sacristy of the | Baptist 
Church there, which is| against 
the rules, customs, procedures 
of the Catholic Church. When 
I accepted the invitation I -was 
invited to speak as the repre- 








Bho te Dawkins will also work with all 
edited Clifton J. Allen |single women candidates. (In| 
by and the organization of the person- 


lessees sass 












sharpening their sword, ‘ \inence-as a Catholic, that I was , zine AMERICA: “This business 

_W. L. Howse nel department young people | Marion Boling Briefly, POAU is constantly | representing the church. This|lawful ruler, so he claims, of| of teaching every child indis- 
esol considering missionary service | . pinpointing violations on the|was not in accordance with/ the entire world, declaring, ‘The criminately how to read and 
are divided into volunteers and J oms Staff At part of the hierarchy in mat-|church procedures.” pope is the representative Of| write results in nothing more 

candidates, volunteers being) Gr M ters of church and ‘state. One| Dr. Daniel Poling, editor of|God on earth and should gov-| than mass illiteracy. The man 

those of college age and below, ace NEM. | of many examples: The Chris-|the Christian Herald, was the)ern the world.” Although this/who reads and writes badly, as 






claim has never actualized, it 
has never been relinquished.” 

-C. R. Daley, editor of Western 
Recorder has clearly stated the 
position of the Roman church 
in a recent editorial, “America 
is so designed and the consti- 
tution. tries to guarantee a free 
church in a free state. This will 
work as long as one is willing 
to recognize the freedom of the 
other. But here’s where the 
rub comes in the matter of Ro- 
man Catholicism: A Catholic 
controlled absolute monarchy is: 
ideal for Catholicism. This is 
attested to by history and by‘ 
current practices. Witness Spain 
where Dictator Franco by an 
agreement with Vatican sup- 
presses all religions except Ro- 


one who extended the invitation 
and here is his version: “Mr. 
Kennedy, who at the time was 
the United States Representa- 
tive from Massachusetts, was 
never invited to appear at the 
victory dinner as the official 
representative of the Roman 
Catholic Church. I. knew that 
he could not represent the 
Church officially. His ' invita- 
tion was personal to him as a 
Roman Catholic and as a Con- 
gressman, and I believe he so 
understood it at the time. He 
withdrew only when requested 
to do so, when he knew ‘the 
local Catholic clergy were op- 


and candidates being those be-/ Marion Boling, a native of | tian Brothers Distillery in Cali- 
yond college.) Rock Hill, South| Carolina, a | fornia who for years had been 
Greatest Shortages graduate of Furman University, | merchandising aléoholic bever- 
“The entire area in which| and a student at New Orleans | ages through retail liquor stores 
ag Miss Dawkins will work repre-| Seminary, is the new Minister | without paying taxes. POAU 
sents one of the greatest short-|of Music and Education of |called this matter to the at- 
Grace Memorial Church, Gulf. | tention of the Internal Revenue 
-| port, In May he will receive the | Department. In turn, an 
Master of Sacred Music degree'| Brothers had: to Cough ‘up bet- 
and plans to continue in the|ter than a million dollars in 
Seminary working on the Mas- | back taxes. 
ter of Religious Education. Consequently, the hierarchy 
In the Gulfport Church, Rey, | § trying to kill the fly in their 
H. J. Rushing, pastor, Mr. Bol- | intment by every means pos- 
a *| ing succeeds Johnny Cox who | sible. ~ 
last-year one in 12 appointees) resigned to further his educa-| Several months ago Dr. Glenn 
was tion in Memphis State. L. Archer, executive director of 
{ 


the great majority do today, is 
more illiterate than the man 
who does not read and write 
at all. One heresy breeds an- 
other. This indiscriminate edu- 
cation’. applied to all alike un- 
der. State systems, is the result 
of the heresy of the equality of 
man.” 

This editorial is lengthy, but 
not as lengthy as man’s unend- 
ing struggle for religious liberty 
in which so few of our genera- 
tion are willing to engage. - 

























NASHVILLE, Tenn. —(BSSB) 
~The Sunday School Depart- 
ment, A. V. Washburn, secre- 
tary, Baptist Sunday School 
Board, Nashville, has announce: . 
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invitation to deliver a series of | posed to the project.’ The -re- 

NASHVILLE, Tehn. —(BSSB) lectures in various churches.| quest that he not appear came 

—Judson C. Wood jassumed du- | Several times five or six priests| from Cardinal ” Dr. 
enter the 
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tration quota 
although she will not) ties January 25 as 4 staff photo- | would church, take | Poling also states “The man Catholicism. American | ed an over-all registra : 
give full time to her new posi-| grapher in the sec- | a back seat and scoff and sneer | dinner was held on completely | Catholicism is an accommoda- rc hogeneminacconp: —« Arapersaed 
tion until fall. At present she|tion of the Bap Sunday | Archer as he spoke, In fgct,| neutral — at | tion to a governmental system first nation-wide Sunday Schoo’ 
works with missionary candi-| School Board's Art Department, | one Protestant church cancelled | vue-Stratford Hotel.” | less than ideal for Catholic pur-| Convention. Bississippi’s quota | 
dates in the western third of | Nashville. due to pressufe by the local, 3%. Would Catholigs still favor | poses.” is 800. . ee 
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ial Prayer Offering for Foreign 
Missions has reached a total of 
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Additions To The Church =| 22:29. 
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timittinikuaa< co $72 SR a lthere (Acts 28:30), the remain-| AGE GROUP CONFERENCES When 1”, said the other, an 
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of ARIZONA 
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316 W. McDowell Rd. 

Phoenix, Ariz. 





{fF YOU 
ARE INTERESTED IN A 
SAFE, SOUND. CHRISTIAN 
INVESTMENT PAYING 


6% INTEREST 


BUY 
Southern Baptist 
Security Bonds 
of Denver. Colo. 
°0enoer ane en ao es ano 
Tear Out and Mai) Today 
Colorado Baptist Genera) Con 

vention 


1479 South Holly 
Denver 22, Colorado 


Please send by return mai! in 
formation on Security Bonds. 


NaOM® . secccccereeterervsnse 
City seeseesssseteseteatogesre 


State + eeeeeveresereeererer® 
1 am interested in bonds ma 


1965 —, 1966 —, 1967 —, 1968 — 


1 preter bonds in the following 
denominations: 


pastor, has organized another 
Brotherhood and another Bap- 
|tist Adult Union group, both 
among younger adults. 


On February 7 the Sunday 
| School attendance almost broke 
|}a record and the Training Un- 
jion attendance broke ail rec- 
jords. Ten persons were added 
}te the church by profession of 
faith and baptism between Oc- 
tober and Christmas. 








Bruce Pastor 


Honored With 
TU Banquet 


Rev. and Mrs. Samuel Brown 
were honored on Feb. 11 with a 
Training Union Valentine Ban- 
quet. 


The guest speaker, Rev. A.) chorage, Alaska, éxecutive sec- 
|H. Childress, delivered an ad-|retary and superintendent of 
dress. on what “Training Union| missions of the Alaska Baptist 


means to me.” 

The Training Union Director, 
Miss Winnie Davis directed a 
delightful and humorous pro- 
gram. One surprise followed 
another until the Pastor and 
his wife were unexpectedly 
chosen to be living valentines. 
They were escorted to the front 
of the room where two large 
red and white lacy hearts were 
prepared to enframe their faces. 
Before them stood a table which 
was to be laden with many use- 
ful gifts as members of the 
Church march by. 

This surprise was prompted 
by the sincere service render- 


ed by the pastor and wife dur- 
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‘Mrs. Don Kim, missionary to 


|from Southern Baptist mission- 


life. 1 might say that there 
are many of the Jewish laws 
regarding daily living that we 
would do extremely well to 


Speakers Will] ou 
practice now. 


e These enemies of his saw him 

Be 12.500 Miles in the temple and “They laid 
ae hands on him.” 

! : ll. THE LYING ACCUSA- 

From Audience TION. “This is the man that 

i teacheth all everywhere against 

GREENSBORO, N. C. —(BP)/the people, and the Jaw, and 
—Five speakers, separated from this place . . . brought Greeks 
their audience by, 12,500 miles,| also into the temple, and hath 
will give person fo person tes-| polluted this holy place.” This 
timonies direct from mission) statement concerning the tem- 
fields to the Brotherhood of As- ple was a lie, but those who 
bury Street Baptist Church at! shrieked it were members of a 
Greensboro, N. C.,| Feb. 23. mob of fanatical Jewish per- 

The telephone’ testimonies,| secutors, thirsting for the life- 
amplified by Southern Bell) blood of the object of their per- 
Telephone Company, will come | secuting zeal, frenziedly as any 
other persecuters of any race or 
place or time. This action upon 
the part of the mob was both 
part and parcel of their prin- 
ciple and practice. . 

“At the entrance to The 
Court of Israel stood ‘a marble 
block with this inscription: “Let 
No Foreigner Enter!” Was not 
this indicative of Jewish ex- 
clusiveness, of natTow national- 
ism? ; 

They forbade intermarriage 
of a Jew with Gentile. (Do they 
do 0 still?) Was not any Gentile 
regarded as and spoken of as 
an “uncircumcised dog’? Was 


McComb, Central .........201 BS 


aries in Hawaii, Alaska, Califor- 

nia, Colorado, and Florida. 
Home missionaries on the 

lines will be L. A, Watson, An- 


Convention: Genus Crenshaw, 
missionary to the Seminole In- 
dians, Ft. Lauderdale, Fila; 


Koreans, Los Angeles, Calif.; 
and Don Weeks, missionary to 
the Indians, Pueble, Colo.; For- 
eign Missionary W. A. Lawton, 
Jr. will speak from Honolulu, 
Hawaii. { 





have tan 160 tions they not practice continuous|had persecuted as fiercely as, PAUL BLANSHARD 
dents A bem to the| purification rites to cleanse| anybody else ever had. 
been purchased and rsa have) themselves from any contact) j1I, A JEW OF TARSUS. “I 
pag Bmpr male gee cd ag aga eer gas As|am a man which am a Jew of - Bw 
Central heating hi to their splendid temple, did| Tarsus.” His Roman captor po acho 
stalled. Tb Chaaloneibel aoe es ne © Sines Sem | doped Pau). say thie, and Bite Cora» 
jes ee ative pro-| pol of all their national pride? | mediately raised this stranger + What part hes 
| doubled and me the difference betweet| in| his estimation. Not. so the ress 
and narrow Rationalism). meb. Not so the prejudiced + What dvs the Suprome 
sa was a a sym- | mob. It was blood thirsty, 1 
th to the mat who defiled ee Loemes te Poon __ Baptist 
temple by as much as al-| vi nef Curiatian, efucntion of ths ; | 
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NASHVILLE, Tenn. —(BSSB) 
—Twenty-five Southern Bapfist 
leaders have been invited to par- 
ticipate in an Adult Training 
Union study conference April 
18-21 at the Baptist Sunday 
| School Board, Nashville. The ob- 
jective of the meeting is the 
evaluation of Adult’ Training 
Union administration, organiza- 
tion, and curriculum. | 


| SAN ANTONIO, Tex. — (BP) 
+-Trustees for the Baptist Mem- 
grial Hospital here voted to pay 
the federal government: $19,075 
for ten acres of land, rescind- 
ing their earlier agreement to 
pay for the land through 20 
years of charitable service. 
—— 
Now, I am saying neither all 
of this nor any of it to express 
ahy enmity to the Jew. I am 
not criticizing: I am merely 
recognizing. At the request of 
his Jewish widow and her 
daughter, I have alone traveled | 
a|hundred miles to conduct the 
funeral of a Jewish friend. I 
could give the name and ad- 
dress of a Jewish young woman 
friend who recognized me years 
ter our school association, to 
make what she was pleased to} 
call an apology to me for a) 
storm of hot anger at me for | 
holding an opinion in agreement 
with the Catholics in our class, 
by saying that her reading had | 


taught her that her own people | 
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In his provocative new book 


God and Man in Washington 
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Blue Mountain College Honor Roll 
For First Semester Is Released 


Dr. Walter F. Taylor, dean of| ington, Carthage, Texas; Bettie 
Blue Mountain College, and|Raye Smith, Booneville; Nor- 
Miss Annie Hendricks, regis-/ma Davis, Baldwyn; Carol Ty- 
trar, have just released the/ler, Blue Mountain; Beth San- 
Honor Roll of the College for| ford, Arlington, Va.; Jessie Da- 








-—DEVOTIONAL 


“Can You Fix It?” | 


By REV. TROY PRINCE | 
Missionary, Lauderdale 

A beautiful watch given by a friend sev: 
years ago stopped running. I called po 
* friend who is a reliable watch-maker and asked 


if he had time to repair the watch for me. — 
After a moment’s examination, he told me 


the first semester. 
Nelda Lyons, 
Tenn., 


Collierville,| Albany; Rosemary 
and Barbara Moyers,|ien, Conn.; Jo Ann Lee, Corinth; 


vis, Benton; Louise Gray, New 
Hull, Dar- 


Fayetteville, Tenn., tied for first}Martha Kirk Wofford, Drew; 
place on the list, each making | Sue Taire, Marianna, Ark.; Dina 
a total of 54 quality points on| Alarcon, Santiago, Chile; Joan 


eighteen semester hours 
work. 


of | Harrell, 


Tremonth; Yvonne 
Stone, Zion, Ill; Elaine Wes- 


Other students who attained | ton, Memphis; 


places on the Honor Roll are: 


Betty Anne Griner, Lyndon, 


Lynn Mikell, Jacksonville, Fla.;|y- janice Witherspoon, Flor- 


Guyla McGee, Kosciusko; Nancy 


McQuery, Houlka; Jackie Wash- | *"° 





* : % 
Special Summer Hendersonville, N. C.; Betty REV. W. L. MEADOWS (2nd from right) is high ly ple ied ty erect Lae ‘Aes Parker, ead 
ear Clarke College student from Quitman who claims “Brother Meadows has been my pastor 
Tenn.; Dorothy Bell, Hindman, | 34 my life.” Bill Boulton, Clarke College B, §, U. President( Ist on left) stands ready to salute 
Ky.; Sarah Sims, Kosciusko; Brother Meadows as an outstanding alumnus of the schoo 
fers congratulations to this “Friend of Youth.” i 


Courses Offered 


By Southern 


Special courses for Baptist 
Student Union Directors and 
church secretaries will be offer- 
ed this summer by the School 
of Relegious Education of The 
Southern Baptist Theological 
Seminary, Louisville, Kentucky. 

Dr. Sabin Landry, professor 
in the School of Religious Edu- 
cation, will teach the BSU di- 
rectors, This’ course will be 
taught from July 4-15. 

A course for church secretar- 
jes will be offered July 18-22 
with Miss Clara McCartt, of 
Southern Seminary, Dr. Graves, 
and Mr. Howard Foshee teach- 
ing. 

Special. classes will be held 
of secretaries responsible for 
church financial records and for 
educational secretaries. Other 
classes will deal with public re- 
lations and staff relations. 

Housing is available on the 
campus for all those desiring 
to attend the conferences. Res- 
ervations should be made soon 
as possible through Mr. T. R. 
Allen, Superintendent of Build- 
ings and Grounds, Southern 
Baptist Theological Seminary 
2825 Lexington Road, Louisville 
6, Kentucky. 


e, S. C.; Cynthia Baumgard- 
ner, Orlando, Fla.; Kay Keegan, 
Nashville, Tenn.; Jean Osteen, 


Woodruff, Fayetteville, 


Lou 


Martha Stokes, Beltsville, Md.; 
Gloria Washington, Carthage, 
|Texas; Joan Rochester, Byhalia; 
Bettie Royals, Reddick, Fla.; 
|Sally Vandiver, Cullman, Ala.; 
|Mary Bell,’ Hindman, Ky.; Jan- 
lice Brantley, Shelbyville, Tenn.; 
Sara Lynn Carnell, New Al- 
|bany; Libby Cocke, Memphis; 
| Phillis McGregor, Dumas; and 
Joan Taylor, Covington, Ky. 





W. L. Meadows, Friend of Youth, 


Recently Rev. W. L. Meadows, 
president of the State Baptist 
|Convention Board, returned to 
| his Alma Mater,,Clarke College, 
and spoke to the students at 
chapel. : 

“Life must have a real Pur- 





| Foreign Mission} 
Board Gets) 


$2 Million Check) 


NASHVILLE — (BP) — Sou- 
| thern Baptist Convention Treas- 
urer Porter Routh said here he 
| had forwarded a check for $2,- 
| 868,756 to the Convention's For- 
eign Mission Board in Rich- 
‘mond, Va. It is the largest check 
in the history of the board. 

The Lottie Moon Christmas 
| Offering for Foreign Missions 
taken in most Southern Baptist 








churches furnished $2,409,773 of 
the total. The Cooperative Pro- 
gram portion was $355,493 and 
the remainder was in other de- 
signations. 


THE BAPTISI RECORD 
KEEPS MISSISSIPP! BAP.- 
TIST PEOPLE (NFORMED. 











Rev. Overl Oglesbee 


Trinity Calls 
; New Pastor 


Rev. Overl Oglesbee, Val- 
paraiso, Fla., has accepted the 
call of Trinity Church, Biloxi, 
to be its new pastor. He be- 
gan his new duties on Sunday, 
February 14. 

He received his bachelor of 
divinity: degree from New Or- 
leans Seminary and the*BA de- 
gree from Mississippi College. 

He has held pastorates in Mis- 
sissippi, Louisiana and Florida. 

He comes to Biloxi from the 
First Baptist Church of Val- 


/ 


BROWNWOOD, Tex. — How- 
ard Payne College, will receive 
one of the highest awards of 
the Freedoms Foundation for 
the 1958-59 version of its an- 
nual Democracy-in-Action pro- 
gram at Valley Forge Feb. 22, 





William Teague 


CONCERT SET 
TO DEDICATE 
NEW ORGAN 


William Teague, nationally 
known concert organist, will be 
presented in a concert Sunday 
evening, Feb. 28, at First Church 
in Vicksburg, at 7:30 p. m. 








pose,” he said as he challenged 
the eager listeners to learn 
creative living with “lives hitch- 
ed to the will of God.” Sparking 
his points with delightful home- 
spun humor, the speaker guid- 
ed the thinking of the student 
body, which includes 90 Minis- 
terial students, and encouraged 
them to loftier spiritual ambi- 
tion. 

Chapel over, the young people 
crowded around ihim to express 
appreciation and friendship. 

Continues Study 


What makes this man of God 
who has been a pastor for more 
than 40 years a universal favot- 
ite? Why is he kept busy mak- 
ing speaking engagements and 
attending to denominational af- 
fairs altho he has retired from 
the active pastorate? At least 
two things help to answer. He 
is in a continuous program of 


study and self-improvement and} 
he has’ a fine way of showing) 
his love and understanding of 
young people. | 
W. L. Meadows was born at} 
Mize, and lived there through 
high school days. It was there} 
that he met and married Miss) 
Mary Butler.’ After he became} 
an active pastor, he felt the 
need of more formal training 
and so he moved to Newton,/ 
Miss. to attend Clarke College! 
even while he continued his 
pastorate. 
On Debate Team 
College life was rich and full 


| for young Meadows as he served 


on the debate team and won 
honors as a platform speaker. 
But the education he received 
at Clarke did not conclude his 
study for with an eager, inquir- 
ing mind, he continued to read 
and to learn and always attend- 
ed the Bibles institutes and Pas- 
tors Conferences that were of- 
fered. He says of his pastorial! 
privileges, “I especially liked 
the Study Courses and enjoyed! 
teaching them.” | 

Soon after -finishing Clarke 





Institute On Health and Religion 


Planned at 
MEMPHIS, Tenn. — An in- 


in their ministry, with the sick 
is planned at Baptist Memorial 
Hospital in Memphis, March 7. 
All ministers in the Mid-South 
are invited to attend. Reserva- 
tions should be, made with the 
Rev. Charles D.'|McKnight, hos- 
pital chaplain. There is a $1.50 
registration fee.| © 





Rev. Robert H. Rogers 


Verona Calls 
Pastor 


Verona Church in Verona 


stitute designed to help pastors 





Memphis Hospital 


| Featured speaker for the all: 
|day program will be Dr. Ken} 
|neth Pepper, chaplain at Park; 
land Memorial Hospital in Dal+ 
las and chaplain supervisor for 
the Dallas County Hospital Dis; 
itrict. He will discuss “The 
Growing Edge of the Spiritual 
Frontier” and “Meeting Spirit; 
ual Crises of the Physically 
Tl.” ' 

Other speakers, members of 
the hospital’s medical staff, will 
include Dr. Harvey Reese, Dr. 
Otis Warr, Dr. Fred Strain, Sr., 
and Dr. Hall Tackett. Parti- 
cipating, also, will be Fred A. 
Morrow, Psychiatric Case Work 
Supervisor at the Memphis 
Mental Health Center, and Dr. 
Stanley Wilkes, pastor of Union 
Avenue Baptist Church. 

The program will include dis- 
cussions on “How the Pastor 
Can Help the Doctor”; “How the 
Doctor Can Help the Pastor”; 
“The Growing Edge of the 
Spiritual Frontier”; “The Min- 
ister’s Personal Health”; “Stress 
Reactions of the Physically Ill”; 
and “Your Mental Health Cen- 
ter.” 
















1 and President W. L. Compere of- 


At Clarke Chapel 


College, he went to Morton, 
Miss. to serve as pastor for sev- 
eral years and then he was call- 
ed to Quitman where he was 
pastor for twenty-five years 
until his retirement last year. 
Rev. Meadows has been vice 


president of the State Conven- 
tion two times and has been 
president of the State Conven- 
tion Board four years. In 
earlier years he was president 
of the S. S. and BYPU Conven- 


|| tion and later of the State Bap- 
‘|| list Training Union Convention. 


With Philippians 4:8 as his 
“manner of thinking” and Phil- 
ippians 4:19 as his “promise 
proved,” he continues to reflect 
honor and credit on his Alma 
Mater and the present student 
body would go on record as 
highly approving this outstand- 
ing alumnus, 


DALLAS — (BP) — Plans for 
a 2-000-acre residential and bus- 
iness development near Buck- 
ner Orphans Home here have 
been announced by officials of 
Buckner Benevolences. 





that the balance staff was broken and that it 

needed thorough cleaning. He pointed to the. 
“inside of the back cover and etched into the 

gold plate,. invisible to the naked eye, were 
- markings to indicate the last time it had been 
— cleaned. | 
I stood amazed as I continued to observe the watch-maker 
put a watch together. Tiny screws, with imperceptible threads, 
were replaced with deftness. Inter-locking wheels and gears fell 
into place as the master craftsman continued his work. Infinites- 
imal daubs of oil lubricated the delicate machinery. Eventually 
the time-piece would be giving accurate time again. 


Need Cleaning 

How practical it would be if we would take our damaged 
and soiled lives to Christ Jesus for repairs and cleaning. We 
are very sensible about keeping automobiles, washing machines, 
fishing gear and guns properly operating, for it would be foolish 
to do otherwise, 

David-like we wait until a break-down occurs, and then dash 
to the Lord with our crys of contrition and confession. Broken- 
hearted we ask him to “purge us with hyssop” and cleanse us so 
that we might become white as snow. There is a cry for the crea- 
tion of a new heart and the renewing of a right spirit. 


Grants Forgiveness 

God in his mercy and grace hears our prayers and grants for- 
giveness of sin. David-like we then can say, “I acknowledged my 
sins unto thee, and mine iniquity have I not hid. I said, I will 
confess my transgressions unto the Lord; and thou forgavest the 
iniquity of my sin. Selah.” ‘ 
The patience of a potter at his wheel or a watch-maker, at 
his desk is but a sample of the patience of. Jesus as he takes 
the lives of those who come to him in humble confession and 
remakes them into his own image. - ' 





’ “In his undying love, Christ came from heaven above 
Came to redeem us from death and despair; 
Come, then, make no delay, turn from thy sin away ~ 
Casting on Him every sorrow and care.” 


‘ae GA Camp In 
Revival Nigeria 
Dates 


The first camp’ for Hausa- 
speaking members of the Girl’s 

Richland (Rankin): February 
28-March 6; Rev. Carl Duck, 


Auxiliary in Northern Nigeria 
was held in Keffi January 22-24. 
Port Arthur, Texas, evangelist; 
Charles Richey, Ridgecrest, of 


The 62 Hausa-speaking girls 
were joined by 16 Yoruba-speak- 
Jackson, song leader; Rev. Mal- 
colm Jones, pastor. 











ing ones, so that, counting the 
adult helpers and Missionary 
Imogene’(Mrs. C. Ray) Crowder, 
there were nine tribes and three 
countries. represented. 





MISS. ASSOC. A special accrediting commit- 


PLANS SCHOOL 


OF MISSIONS crediting committee is from the 


Representatives of the For-|for Clinical Pastoral Education. 


eign Mission Board, the Home 
Mission Board of the Southern 


Convention, and of the State 


Mission Board of the Missis- 
sippi Baptist Convention will 
be speaking nightly in 18 
churches in Amite and Wilkin- 
son Counties the week of Feb- 
ruary 28-March 4. The occa- 
sion for the coming of these 
representatives to Mississippi 
Baptist Association is, an Asso- 


cation-wide Schools of Mission 
effort. 


The program begins with an 
Associational rally on Sunday, 


| February 28 at 2:30 at the Lib- 


erty Church, Churches partici- 
pating in the Schools of Mis- 
sions are: Bethel, Centreville, 
Crosby, East Fork, Enterprise, 
Galille, Gloster, Gillsburg, Lib- 
erty, Mars Hill, Mt. Olive, Mt. 
Pleasant, Mr. Vernon, New 
Zion, Oak Grove, Robinson, 





Thompson, Woodville and zion Church (Lebanon) 


Hill Baptist Churches, 













ada Dara: thy 


i xigersie 


COLUMBUS, Ohio — (BP)— 
tee approved here the work of 
chaplains in institutions in 
Louisiana and Arkansas. The ac-| { 


Southern Baptist Association 


It accredits clinical supervisors. 





Mrs. Glad Robinson Youse 


To Give Concert 


“If you think you have any- 
thing to say, musically, then say 
it — and there is no better time 
to start than NOW,” 

This was the advice given to a 
younger musician who wanted 
to compose by Glad Robinson 
Youse, composer-author, a na- 
tive of Oklahoma who is now a 
resident of Baxter Springs, Kan. 

Some of the music she has 
written will be heard at Missis- 
sippi College, Tuesday, March 2. 
Mrs, Youse will be at the col- 
lege for a concert devoted ex- 
clusively to her compositions. 
Dr. Jack L. Lyall, head of the 
MC music department, will con- 
duct all but the concluding num- 
ber, “A Salute to America,” 
which Mrs. Youse herself will 
conduct. 





Rev. Commie Massey 





Accepts Pastorate 


Rev. Commie Massey has 


been called as pastor of the 
Eastabutchie: Church near Hat- 
tiesburg and began his work on 
Jan. 1, This is his first pas- 
torate. 


paraiso, which he served as pas} wy Teague, who has served 


Satis int Sn some ening cu 


the five-year history of the | the nation since he began his ca- 
church, it averaged over 100|reer at the age of 12, will play 
~ members annually, — the new Reuter pipe organ to be 
last year, most of them) dedicated at First Church. 

candidates for baptism. Dr. John G. McCall, pastor, 

A native of Columbia, Miss.,| announced that the concert is 
Rev. Oglesbee, his wife, Pearl,| open to the public. t 
and their daughters, Kay, 20 a| Mr. Teague, a recognized au- 
major in religious music at Wil-| thority on church music, has 
Carey College, Hatties-| served as director of music at 


has called Rev. |Robert H. Rog- 
ers as their pastor and he mov- 
ed on the field February 1. 
There were six additions to the 
church on February 7, the first 
Sunday in the new sanctuary 
with the new pastor. 

Rev. Rogers ¢ame to Verona 
from Pearlington Chapel, a mis- 
sion of the First Church of 
Biloxi, where he served as 
pastor since May of 1957. 

He is a native of Mississippi. 
He was born in Booneville but 
has lived in South Mississippi 
since a child. He received the 
BA degree from Mississippi Col- 




































A native of Hattiesburg, Rev. 
Massey is a graduate of Missis- 
sippi College and former stu- 
‘dent of William Carey College. 
He will enter the New Orleans 
Seminary in the fall. 

Mrs. Massey, the former Dar- 
leen Renick and daughter of 
Rev. O. B. Renick of Perkinston, 
ig also a graduate of Missis- 
sippi College and former stu- 
dent of William Carey College. 
The couple have one child, Eliz- 
abeth Alden, age three months. 

The Massey’s are planning to 


Mrs. Youse is a member of 
the American Society of Com- 
posers, Authors and Publishers, 
the National League of Ameri- 
can Pen Women, the National - 
Federation of Music Clubs, the 
Composers-Authors Guild, 'The 
Kansas Authors Club, and the 
P. E. O. Sisterhood.: 

The songs and choral works of 
Mrs. Youse have received the 
recognition of audiences, cri 
and publishers. Her composi- 
tions have been featured in re- 
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